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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Service  Commission 

Part  18 — ^Wah  Service  Regulations 

EXTENT  OF  REGULATIONS,  AMENDMENT 

Section  18.11  Extent  of  regulations 
issued,  as  amended,  on  September  26, 
1942  (7  FM.  7723)  and  on  September  28, 
1942  (7  F.R.  8007)  is  amended  by  the 
addition  of  a  sentence  which  reads  as 
follows: 

S  18.11  Extent  of  regulations,  (a) 
•  •  *  All  actions  taken  under  or 

pursuant  to  these  regulations  shall  be 
subject  to  the  directives  and  orders  of 
the  War  Manpower  Commission. 

By  the  United  States  Civil  Service 
Commission. 

H.  B.  Mitchell, 
President. 

October  24,  1942. 

IF.  R.  Doc.  42-10910;  FUed.  October  27,  1042; 

11:49  a.  m.] 


TITLE  29-LABOR 

Chapter  II — National  Labor  Relations 
Board 

(Amendment  to  Rules  and  Regulations — 
Series  2 — as  Amended] 

Part  202 — ^Procedure  Under  Section  10  of 
the  Act  for  the  Prevention  of  Unfair 
Labor  Practices 

witnesses,  depositions  and  subpenas 

By  virtue  of  the  authority  vested  in  it 
by  the  National  Labor  Relations  Act,  ap¬ 
proved  July  6,  1935,  the  National  Labor 
Relations  Board  hereby  issues  the  follow¬ 
ing  amendments  to  its  Rules  and  Regula¬ 
tions — Series  2 — as  amended  (General 
Rules  and  Regulations)  which  it  finds 
necessary  to  carry  out  the  provisions  of 
said  Act.  Said  amendments  to  the  Rules 
and  Regulations — Series  2 — as  amended, 
shall  become  effective  upon  the  signature 
of  the  original  amendments  by  the  mem¬ 
bers  of  the  Board,  and  upon  the  publica¬ 
tion  thereof  in  the  Federal  Regiser. 


Section  202.20 — National  Labor  Rela¬ 
tions  Board  Rules  and  Regulation — Series 
2 — as  amended,  is  hereby  amended  to 
read  as  follows: 

§  202.20  Examination  of  voitnesses: 
depositions.  Witnesses  shall  be  exam¬ 
ined  orally  under  oath,  except  that  for 
good  cause  shown,  after  the  issuance  of 
a  complaint,  testimony  may  be  taken  by 
deposition. 

(a)  Applications  to  take  depositions 
shall  be  in  writing  setting  forth  the  rea¬ 
sons  why  such  depositions  should  be 
taken,  the  name  and  post  office  address 
of  the  witness,  the  matters  concerning 
which  it  is  expected  the  witness  will  tes¬ 
tify,  and  the  time  and  place  proposed  for 
the  taking  of  the  deposition,  together 
with  the  name  and  address  of  the  person 
before  whom  it  is  desired  that  the  depo¬ 
sition  be  taken  (for  the  purposes  of  this 
section  hereinafter  referred  to  as  the 
“officer”).  Such  application  shall  be 
made  to  the  Regional  Director  prior  to 
the  hearing  and  to  the  Trial  Examiner 
during  and  subsequent  to  the  hearing  but 
before  transfer  of  the  case  to  the  Board 
pursuant  to  §§  202.32  or  202.36.  Such  ap¬ 
plication  shall  be  served  upon  the  Re¬ 
gional  Director  or  the  Trial  Examiner,  as 
the  case  may  be,  and  upon  the  other  par¬ 
ties,  not  less  than  seven  days  (when  the 
deposition  is  taken  within  the  continental 
U.  S.)  and  fifteen  days  (if  the  deposition 
is  to  be  taken  elsewhere)  prior  to  the 
time  when  it  is  desired  that  the  deposi¬ 
tion  be  taken.  The  Regional  Director  or 
Trial  Examiner,  as  the  csise  may  be,  shall, 
upon  receipt  of  the  application,  if  in  his 
discretion  good  cause  has  been  shown, 
make  and  serve  upon  the  parties  an  or¬ 
der  which  will  specify  the  name  of  the 
witness  whose  deposition  is  to  be  taken, 
the  time  when,  the  place  where,  and  shall 
contain  a  designation  of  the  officer  be¬ 
fore  whom  the  witness  is  to  testify,  who 
may  or  may  not  be  the  same  officer  as 
that  specified  in  the  application.  Such 
order  shall  be  served  upon  all  parties  by 
the  Regional  Director  or  the  Trial  Ex¬ 
aminer. 

(b)  Such  deposition  may  be  taken  be¬ 
fore  any  officer  authorized  to  administer 
oaths  by  the  laws  of  the  United  States  or 
of  the  place  where  the  examination  is 

(Continued  on  next  page) 
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held,  including  any  agent  of  the  Board 
authorized  to  administer  oaths.  If  the 
examination  is  held  in  a  foreign  country, 
it  may  be  taken  before  any  Secretary  of 
Embassy  or  Legation,  Consul  General, 
Consul,  Vice  Consul,  or  Consular  Agent 
of  the  United  States. 


(c)  At  the  time  and  place  specified  in 
said  order  the  officer  designated  to  take 
such  deposition  shall  permit  the  witness 
to  be  examined  and  cross-examined 
under  oath  by  all  of  the  parties  appear¬ 
ing,  and  his  testimony  shall  be  reduced 
to  typewriting  by  the  officer  or  under  his 
direction.  All  objections  to  questions  or 
evidence  shall  be  deemed  waived  unless 
made  at  the  examination.  The  officer 
shall  not  have  power  to  rule  upon  any  ob¬ 
jections  but  he  shall  note  them  upon  the 
deposition.  The  testimony  shall  be  sub¬ 
scribed  by  the  witness  in  the  presence  of 
the  officer  who  shall  attach  his  certificate 
stating  that  the  witness  was  duly  sworn 
by  him,  that  the  deposition  is  a  true 
record  of  the  testimony  and  exhibits 
given  by  the  witness  and  that  said  officer 
is  not  of  counsel  or  attorney  to  any  of  the 
parties  nor  interested  in  the  event  of  the 
proceeding  or  investigation.  If  the  depo¬ 
sition  is  not  signed  by  the  witness  because 
he  is  ill,  dead,  cannot  be  found  or  refuses 
to  sign  it,  such  fact  shall  be  included  in 
the  certificate  of  the  officer  and  the  depo¬ 
sition  may  then  be  used  as  fully  as 
though  signed.  The  officer  shall  imme¬ 
diately  deliver  an  original  and  two  copies 
of  said  transcript,  together  with  his  cer¬ 
tificate,  in  person  or  by  registered  mail 
to  the  Regional  Director  or  the  Trial 
Examiner,  care  of  the  Chief  Trail  Exam¬ 
iner,  Washington,  D.  C.,  as  the  case  may 
be. 

(d)  The  Trial  Examiner  shall  rule 
upon  the  admissibility  of  the  deposition 
or  any  part  thereof. 

(e)  All  errors  or  irregularities  in  com¬ 
pliance  with  the  provisions  of  this  sec¬ 
tion  shall  be  deemed  waived  unless  a 
motion  to  suppress  the  deposition  or 
some  part  thereof  is  made  with  reason¬ 
able  promptness  after  such  defect  is  or, 
with  due  diligence,  might  have  been 
ascertained. 

(f)  If  the  parties  so  stipulate  in  writ¬ 
ing,  depositions  may  be  taken  before  any 
person  at  any  time  or  place,  upon  any 
notice  and  in  any  manner,  and  when  so 
taken  may  be  used  like  other  depositions. 
(Sec.  6  (2),  49  Stat.  452;  29  U.S.C.,  Sup. 
TV,  156). 

Signed  at  Washington,  D.  C.,  this  26th 
day  of  October  1942. 

[seal]  H.  a.  Millis, 

Chairman. 

Wm.  M.  Leiserson, 
Member. 

Gerard  D.  Reilly, 
Member. 

[F.  R.  Doc.  42-10833;  Filed,  October  27,  1942; 

9:49  a.  m.] 
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1  to  10,  inclusive,  and  an  additional  clas¬ 
sification  of  “B”  be  established  for  coals 
in  Size  Groups  11  to  16,  inclusive;  (2)  the 
classification  of  the  coals  of  Foster  No. 
31  Mine  (Mine  Index  No.  590)  of  T.  E. 
Poster  be  changed  from  "J”  to  Size 
Groups  1  to  6,  inclusive,  and  “H”  in  Size 
Groups  7  to  10,  inclusive,  to  “D”  in  Size 
Groups  1  to  10,  inclusive,  and  an  addi¬ 
tional  classification  of  “B”  be  established 
for  coals  in  Size  Groups  11  to  13,  inclu¬ 
sive,  and  of  “A"  in  Size  Groups  14  to 
16,  inclusive;  and  that  (3)  the  classifica¬ 
tion  of  the  coals  of  Bolair  Mine  (Mine 
Index  No.  762)  of  Russell  Talbert*  be 
changed  from  “J”  to  “D"  in  Size  Groups 
1  to  10,  inclusive,  and  an  additional  clas¬ 
sification  of  “B”  be  established  for  coals 
in  Size  Groups  11  to  16,  inclusive. 

In  support  of  these  requests,  the  un¬ 
controverted  testimony  of  Daniel  T. 
Buckley,  Chairman  of  District  Board  No. 
3,  was  to  the  following  effect.  An  analy¬ 
sis  of  the  coals  in  these  four  mines  shows 
them  to  be  in  practically  every  respect 
like  the  No.  5  Block  Seam  coals.  These 
coals  compete  with  the  mid-volatile  high 
fusion  coals  of  District  No.  1  and  also 
with  the  high  grade,  high  fusion,  high 
volatile  coals  of  District  No.  2.  The  coals 
of  these  mines  would  seek  their  markets 
in  the  East  because  the  older  types  of 
burning  equipment  there  require  a  coal 
of  extremely  high  fusion  to  operate 
many  of  the  plants.  The  low  fusion 
Pittsburgh  Seam  coal  would  not  per¬ 
form  satisfactorily  in  plants  which  could 
successfully  burn  this  coal.  No  Pitts¬ 
burgh  Seam  operator  has  objected  to  the 
classifications  in  question  because  they 
would  have  no  effect  on  his  business. 
While  the  coals  of  the  Tioga  Coal  Com¬ 
pany  Mine,  the  only  mine  in  the  No.  5 


tory  of  District  Board  3  was  unable  to  get 
samples  of  the  coals.  Since  it  is  the  same 
seam  and  contiguous  to  the  Moore  Mine  No. 
2,  Witness  Buckley  Is  of  the  opinion  that  it 
should  be  given  a  like  classification. 

*  Mine  762  was  erroneously  named  in  Sup¬ 
plement  R  of  the  Acting  Director’s  Order  of 
August  6, 1942,  as  the  Talbert  Mine  with  W.  A. 
Talbert  given  as  the  code  member.  The 
record  shows  that  it  is  in  fact  the  Bolair 
Mine,  and  that  the  code  member  is  Russell 
Talbert. 


block  coal  in  Northern  West  Virginia 
that  produces  a  substantial  amount  of 
tonnage,  have  an  “A”  classification  for 
Sizes  14  to  16,  inclusive,  and  while  that 
classification  has  been  given  in  those 
sizes  to  the  coals  of  Poster  No.  31  Mine, 
“B”  in  those  sizes  is  more  nearly  cor¬ 
rect  and  will  allow  freer  and  more  equal 
competition.  Sizes  14  to  16  in  Poster  No. 
31  Mine  should  be  classified  “A”  for  by¬ 
product  use. 

In  the  second  group  of  mines.  District 
Board  3  requested  that: 

(1)  The  classification  of  the  coals  of 
Morgan  Brothers  No.  1  and  No.  2  Mines 
(Mine  Index  Nos.  1236  and  687)  of  Don¬ 
ald  Morgan  be  changed  from  “F”  in  Size 
Groups  1  to  10,  inclusive,  to  “DE”  in  Size 
Groups  1  to  6,  inclusive,  and  to  “DP” 
in  Size  Groups  7  to  10,  inclusive,  and  an 
additional  classification  of  “B”  be  es¬ 
tablished  for  coals  in  Size  Groups  11  to 
16,  inclusive;  and  (2)  the  classification  of 
the  coals  of  Joe  Morgan  Mine  (Mine  In¬ 
dex  No.  946)  of  Joe  Morgan  be  changed 
from  “F”  in  Size  Groups  1  to  10,  inclu¬ 
sive,  to  “DE”  in  Size  Groups  1  to  6,  in¬ 
clusive,  and  “DP”  in  Size  Groups  7  to 
10,  inclusive,  and  an  additional  classifica¬ 
tion  of  “B”  be  established  for  coals  in 
Size  Groups  11  to  16,*  inclusive. 

The  coals  of  the  Morgan  Brothers  No. 
1  and  No.  2  Mines  and  of  the  Joe  Morgan 
Mine  are  about  the  same  in  all  factors 
of  analysis  as  the  low  sulphur  Pittsburgh 
Seam  coals.  The  analyses  show  the 
coals  of  these  three  mines  not  to  be  the 
high  sulphur  coals  of  the  "P”  grade  now 
given  them.  The  classifications  re¬ 
quested  in  the  petition  are  similar  to  the 
classifications  of  other  low  volatile  Dis¬ 
trict  No.  3  “D”  coals,  i.  e.,  coals  of  under 
1.35  sulphur.*  Witness  Buckley  stated  it 
to  be  his  opinion  that  in  view  of  the 


*It  appeared  at  the  hearing  that  the  Size 
“17”  on  page  4  o£  the  petition  and  on  page 
2  of  the  Notice  of  and  Order  for  Hearing  and 
Order  of  August  6,  1942,  7  FR.  6152,  Grant¬ 
ing  Temporary  Relief  was  an  error,  and  in 
the  petition  it  was  intended  to  request  that 
the  mine  be  given  a  “B”  classification  in 
Sizes  11  to  16,  inclusive. 

*A  considerable  amount  of  time  has  been 
spent  triring  to  find  new  sources  of  coal  for 


analyses  made  by  the  District  3  labora¬ 
tory,  and  the  market  history  of  coals  in 
District  No.  3,  the  requested  changes 
should  be  made  in  the  classifications  of 
the  coals  in  both  groups  of  mines. 

Interested  parties,  including  the  mine 
owners,  have  been  notified,  and  no  ob¬ 
jections  have  been  presented. 

Upon  the  basis  of  the  uncontroverted 
evidence,  I  find  and  conclude:  (1)  that 
the  relief  sought  herein  is  reasonable 
and  necessary  to  enable  the  coals  of  the 
Moore  No.  1  and  Moore  No.  2  Mines 
(Mine  Index  Nos.  1102  and  337),  the 
Foster  No.  31  Mine  (Mine  Index  No.  590), 
the  Bolair  Mine  (Mine  Index  No.  762), 
Morgan  Bros.  No.  1  and  No.  2  Mines 
(Mine  Index  Nos.  1236  and  687) ,  and  the 
Joe  Morgan  Mine  (Mine  Index  No.  946) 
to  compete  upon  a  fair  and  competitive 
basis  with  coals  of  other  producers  in 
District  No.  3;  (2)  that  the  relief  prayed 
for  by  the  petitioner  is  necessary  to  effec¬ 
tuate  the  purposes  of  section  4  II  (a) 
and  4  II  (b)  of  the  Act  and  to  comply 
with  the  standards  thereof;  and  (3)  that, 
therefore,  the  temporary  relief  granted 
by  the  Order  of  the  Acting  Director 
dated  August  5,  1942,  should  be  made 
permanent. 

It  is  therefore  ordered  That,  effective 
fifteen  (15)  days  from  the  date  of  this 
Order,  §  323.6  (Alphabetical  list  of  code 
members)  in  the  Schedule  of  Effective 
Minimum  Prices  for  District  No.  3  for  All 
Shipments  Except  Truck  be,  and  it 
hereby  is,  amended  in  accordance  with 
the  classifications  and  minimum  prices 
set  forth  in  Supplement  R  which  is  an¬ 
nexed  hereto  and  made  a  part  hereof. 

Dated  October  13,  1942. 

[SEAL]  Dan  H.  Wheeler, 

Director. 


the  Dupont  plant  at  Morgantown,  West  Vir¬ 
ginia,  now  making  materials  essential  to 
the  war  effort.  The  plant,  which  is  owned 
by  the  United  States  Army  and  run  by  the 
Ordnance  Department,  is  trying  to  raise  its 
stock  pile  of  coal  in  accordance  with  a  di¬ 
rective  order  of  the  War  Department.  It  can 
use  anything  up  to  $1.60  sulphur  in  its  by¬ 
product  ovens,  but  the  coal  must  have  a  clas¬ 
sification  permitting  the  producer  to  ship 
by-product  coal. 
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TITLE  31— MONEY  AND  FINANCE: 
TREASURY 

Chapter  II — Fiscal  Service 

Subchapter  B — Bureau  of  the  Public  Debt 

[1942,  1st  Amendment  to  Dept.  Circ.  418, 
as  Amended) 

Part  309 — Issue  and  Sale  of  Treasury 
Bills 

tenders 

October  24,  1942. 

Paragraph  8  of  Department  Circular 
No,  418,  as  amended,*  dated  February  28, 
1941,  is  hereby  amended  to  read  as  fol¬ 
lows:  (31  CFR  309) 

§  309.8  Tenders;  when  cash  deposit 
required.  Tenders  should  be  submitted 
on  the  printed  forms  and  forwarded  in 
the  special  envelopes  which  will  be  sup¬ 
plied  on  application  to  any  Federal  Re¬ 
serve  Bank,  or  Branch.  If  a  special  en¬ 
velope  is  not  available,  the  inscription 
“'Tender  for  Treasury  Bills”  should  be 
placed  on  the  envelope  used.  The  in¬ 
structions  of  the  Federal  Reserve  Banks 
with  respect  to  the  submission  of  tenders 
should  be  observed.  Tenders  from  in¬ 
corporated  banks  and  trust  companies, 
and  from  responsible  and  recognized 
dealers  in  investment  securities  will  be 
received  without  deposit.  Tenders  from 
all  others  must  be  accompanied  by  a  pay¬ 
ment  of  such  percent  of  the  face  amount 
of  the  Treasury  bills  applied  for  as  the 
Secretary  of  the  Treasury  may  from  time 
to  time  prescribe:  Provided,  however. 
That  such  deposit  will  not  be  required 
if  the  tender  is  accompanied  by  an  ex¬ 
press  guaranty  of  payment  in  full  by  an 
incorporated  bank  or  trust  company. 
Forfeiture  of  the  prescribed  payment  may 
be  declared  by  the  Secretary  of  the 
Treasury,  if  payment  is  not  completed,  in 
the  case  of  accepted  tenders,  on  the  pre¬ 
scribed  date. 

[seal]  D.  W.  Bell, 

Acting  Secretary  of  the  Treasury. 

[F.  R.  Doc.  42-10869;  Piled,  October  26,  1942; 

3:45  p.  m.) 


TITLE  32— NATIONAL  DEFENSE 
Chapter  VI — Selective  Service  System 

Local  Board  No.  505,  Chemung  County, 
New  York 

order  waiving  physical  examinations 

By  virtue  of  the  provisions  of  the  Se¬ 
lective  Training  and  Service  Act  of  1940 
(54  Stat.  885),  as  amended,  and  the  au¬ 
thority  vested  in  me  by  the  rules  and 
regulations  prescribed  thereunder,  and 
more  particularly  the  provisions  of 
§  623.35  of  the  Selective  Service  Regula¬ 
tions,’  I  hereby  waive  the  requirement 
that  registrants  be  physically  examined 
by  an  examining  physician  in  the  man¬ 
ner  provided  in  Part  €23,  Selective  Serv¬ 
ice  Regulations,  when  such  registrants 
are  being  classified  by  Local  Board  No. 
505,  Chemung  County,  New  York,  and  I 
hereby  direct  that  the  classification  of 


*6  F.R.  1213. 
•6  P  R.  6643. 


such  registrants  be  completed  in  the 
manner  provided  in  §  623.51  (f ) ,  Selec¬ 
tive  Service  Regulations,*  without  such 
physical  examination  by  a  local  board 
examining  physician. 

Lewis  B.  Hershey, 
Director. 

(October  24,  1942. 

[F.  R.  Doc,  42-10852;  Filed,  October  26,  1942; 
1:53  p.  m.] 


Chapter  IX — War  Production  Board 

Subchapter  B — Director  General  for  Operations 

Part  3125— Para-Phenyl-Phenol  Resins 
[General  Preference  Order  M-254] 

The  fulfillment  of  requirements  for  the 
defense  of  the  United  States  has  created 
a  shortage  in  the  supply  of  para-phenyl- 
phenol  resins  for  defense,  for  private  ac¬ 
count  and  for  export;  and  the  following 
order  is  deemed  necessary  and  appro¬ 
priate  in  the  public  interest  and  to  pro¬ 
mote  the  national  defense: 

§  3125.1  General  Preference  Order 
M-254: — (a)  Definitions.  For  the  pur¬ 
pose  of  this  order: 

(1)  “Para-phenyl-phenol  resins” 
means  resins  manufactured  from  para- 
phenyl-phenol,  whether  or  not  modified 
with  other  materials,  including  but  not 
limited  to  those  resins  designated  by  the 
trade  names  and  sales  numbers  BR-254, 
BK-3962X,  BR-17,000,  (manufactured  by 
Bakelite  Corporation)  and  Super-Becka- 
cite  3000  (manufactured  by  Reichold 
Chemical  Company).  The  term  para- 
phenyl-phenol  resins  shall  not  include 
such  resins  incorporated  into  protective 
or  technical  coatings. 

(2)  “Producer”  means  any  person  who 
produces  para-phenyl-phenol  resins. 

(b)  Restrictions  on  use  and  delivery 
of  para-phenyl-phenol  resins.  (1)  On 
and  after  October  26,  1942,  no  producer 
shall  deliver  and  no  person  shall  accept 
from  a  producer  para-phenyl-phenol 
resins  except  as  specifically  authorized 
by  the  Director  General  for  Operations 
upon  application  pursuant  to  paragraph 
(d)  or  as  provided  in  paragraph  (b)  (3). 

(2)  On  and  after  October  26,  1942,  no 
person  shall  use,  consume,  deliver  or  ac¬ 
cept  delivery  of  stocks  of  para-phenyl- 
phenol-  resins  designated  by  the  trade 
symbols  BR-254,  BK-3962X,  BR^17,000, 
or  Super-Beckacite  3000,  except  as  spe¬ 
cifically  authorized  by  the  Director  Gen¬ 
eral  for  Operations  upon  application  pur¬ 
suant  to  paragraph  (d),  or  except  as 
provided  in  paragraph  (b)  (3) :  Pro¬ 
vided,  however.  That  nothing  contained 
in  this  order  shall  prevent  use  and  con¬ 
sumption  by  the  United  States  Army, 
Navy,  Coast  Guard,  Maritime  Commis¬ 
sion  or  War  Shipping  Administration  of 
stocks  of  para-phenyl-phenol  resins  held 
by  such  departments  or  agencies  on  the 
date  of  issuance  of  this  order. 

(3)  Specific  authorization  of  the  Di¬ 
rector  (General  for  Operations  shall  not 
be  required  with  respect  to  use,  consump- 


•6  PR.  6643  ;  7  F.R.  6517. 


tion  or  acceptance  of  delivery  from  a 
producer  by  any  person  in  any  calendar 
month  of  five  pounds  or  less  of  para- 
phenyl-phenol  resins;  and  the  delivery 
of  para-phenyl-phenol  resins  by  the  pro¬ 
ducer  thereof  in  lots  of  five  pounds,  pro¬ 
vided  that  in  the  aggregate  no  such 
producer  shall  deliver  more  than  one- 
tenth  of  one  percent  of  his  monthly  pro¬ 
duction  of  para-phenyl-phenol  resins  to 
fill  such  small  orders. 

(4)  Each  person  specifically  authorized 
to  accept  delivery  of  para-phenyl-phenol 
resins  shall  use  such  para-phenyl-phenol 
resins  for  the  purpose  authorized,  except 
as  otherwise  specifically  directed  by  the 
Director  General  for  Operations, 

(c)  Special  directions  with  respect  to 
para-phenyl-phenol  resins.  The  Direc¬ 
tor  General  for  Operations  in  his  discre¬ 
tion  may  at  any  time  issue  special  direc¬ 
tions  to  any  person  with  respect  to  the 
production,  use  or  delivery  of  para- 
phenyl-phenol  resins  by  such  persons. 

(d)  Applications  and  reports.  (1) 
Each  person  seeking  authorization  to  use 
or  accept  delivery  of  para-phenyl-phenol 
resins  shall  file  application  on  Form  PD- 
600  in  the  manner  prescribed  therein, 
subject  to  the  following  instructions  for 
the  purpose  of  this  order: 

^  Form  PDSOO.  Copies  of  Form  PD-600  may 
lie  obtained  at  local  field  offices  of  the  War 
Production  Board. 

Time.  With  respect  to  use  or  delivery  dur¬ 
ing  October  and  November,  1942,  applica¬ 
tions  may  be  made  at  any  time  prior  to  the 
use  or  acceptance  of  delivery  for  which  au¬ 
thorization  is  sought.  With  respect  to  use 
and  delivery  thereafter,  application  shall  be 
made  on  or  before  the  15th  day  of  the  month 
preceding  the  month  for  which  authoriza¬ 
tion  for  use  or  delivery  is  sought.  In  emer¬ 
gency,  application  may  be  made  by  wire  and 
special  authorization  may  be  granted  by  re¬ 
turn  wire.  Such  emergency  applications  and 
temporary  authorizations  must  be  confirmed 
by  application  as  soon  as  possible  thereafter 
on  Form  PD-600,  which  will  be  returned  with 
final  authorization  signed  by  the  Director 
General  for  Operations. 

Number  of  copies.  A  set  of  five  copies 
should  be  prepared;  three  copies  filled  out 
completely  and  the  fourth  copy  with  tables 
n  and  III  blank  (omit  where  supplier  is  “own 
stocks”)  shall  be  certified  and  sent  to  the 
War  Production  Board,  Chemicals  Branch, 
Washington,  D.  C.,  Ref:  M-254;  and  the  fifth 
complete  copy  shall  be  retained  by  the  appli¬ 
cant.  After  having  been  signed  by  the  Di¬ 
rector  General  for  Operations,  one  copy  will 
be  returned  to  the  applicant  and  another 
(with  tables  II  and  III  blank)  to  the  supplier, 
unless  supplier  is  “own  stocks.” 

Number  of  sets.  A  separate  set  of  PD-600 
application  forms  shall  be  submitted  for  each 
preferred  supplier  and  for  each  different  de¬ 
livery  destination  or  plant  of  the  applicant. 
The  preferred  supplier  is  the  supplier  from 
whom  the  applicant  has  regularly  procured, 
or  prefers  to  procure  para-phenyl-phenol 
resins. 

Heading.  Under  name  of  chemical,  specify 
para-phenyl-phenol  resins;  under  War  Pro¬ 
duction  Board  order  number,  specify  M-254; 
under  unit  of  measure  specify  pounds,  in¬ 
cluding  solvent  (as  supplied  by  producer); 
under  name  of  company,  specify  name  and 
mailing  address  of  applicant;  specify  delivery 
destination,  supplier,  and  his  shipping  point 
(where  application  is  being  made  for  author¬ 
ization  to  use  exclusively  from  own  stock 
write  in  under  supplier  “own  stock”);  and 
specify  the  month  and  year  for  which  use  or 
acceptance  of  delivery  is  sought,  whether  the 
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month  Is  the  next  month  or  is  the  current 
month. 

Columns  1,  11  and  IS.  Specify  grade  ac¬ 
cording  to  trade  name  and  sales  number. 

Column  2.  Specify  separately  quantities 
from  own  stocks  for  which  authorization  is 
sought,  and  quantities  sought  from  producer, 
as  follows:  Opposite  amounts  requested  In 
column  2  for  use  from  Inventory  write  In 
“Inventory”  in  column  10,  and  opposite 
amounts  requested  in  column  2  from  a  pro¬ 
ducer  write  in  “above  producer”  In  column  10. 
Also,  specify  separately  quantities  requested 
for  each  grade  and  for  each  primary  product 
and  product  use. 

Column  3.  Specify  primary  product  as 
follows : 

Protective  coating. 

Other  (specify). 

Leave  column  3  blank  opposite  “inventory” 

In  column  4. 

Column  4.  Specify  product  use  as  follows: 
Primer  for  aircraft. 

Primer  for  merchant  and  naval  ships. 

Other  (specify). 

Inventory. 

In  addition,  specify  governing  contract  num¬ 
ber  and  specification  number.  Para-phenyl- 
phenol  resins  allocated  for  Inventory  shall 
not  be  used  except  as  specially  directed  by 
the  Director  General  for  Operations,  or  to  fill 
orders  authorized  by  the  Director  General  for 
Operations  pending  the  arrival  of  the  para- 
phenyl-phenol  resins  allocated  to  fill  such 
orders,  provided  that  the  allocated  Inventory 
is  restored  upon  the  arrival  of  such  allocated 
resins. 

Columns  5,  6,  7,  8  and  9.  'Leave  blank. 
Tables  II,  III  and  IV.  Fill  In  as  Indicated. 
Additional  space.  Where  additional  space 
Is  needed,  continue  on  reverse  side  of  sheet. 
Identifying  subject  matter  by  column 
number, 

(2)  Receipt  by  a  supplier  from  the 
War  Production  Board  of  a  copy  of  Form 
PI3-600  signed  by  the  Director  General 
for  Operations,  shall  constitute  authori¬ 
zation  to  such  supplier  to  make  the  de¬ 
liveries  called  for  by  the  form. 

(3)  Each  person  shall  file  an  inventory 

report  on  or  before  November  10,  1942, 
covering  those  para-phenyl-phenol 
resins  designated  by  the  trade  names  and 
sales  numbers  BR-254,  BK-3962X, 

BR-  17,000  and  Super-Beckacite  3000. 
Those  persons,  including  producers,  dis¬ 
tributors  and  consumers,  who  have  not 
reported  inventory  prior  to  November  10, 
1942,  in  the  course  of  filing  application 
for  authorization  pursuant  to  paragraph 
(d)  (1)  above,  and  who,  on  October  31, 
1942,  had  100  lbs.  or  more  in  the  aggre¬ 
gate  of  the  aforesaid  types  of  para- 
phenyl-phenol  resins,  shall  file  a  special 
inventory  report  on  Form  PD-600  in  the 
manner  prescribed  therein,  subject  to  the 
following  Instructions  for  the  purpose 
of  this  order: 

Form  PDSOO.  Copies  of  Form  PI>-600  may 
be  obtained  at  local  field  offices  of  the  War 
Production  Board. 

Time.  File  report  on  or  before  November 
10.  1942. 

Number  of  copies.  A  set  of  two  copies 
shall  be  prepared;  one  copy  shall  be  certified 
and  sent  to  the  War  Production  Board,  Chem¬ 
icals  Branch,  Washington,  D.  C.,  Ref:  M-254, 
and  the  other  copy  shall  be  retained  by  the 
person  reporting. 

Heading.  Under  name  of  chemical,  spec¬ 
ify  para-phenyl-phenol  resins;  under  War 
Production  Board  Order  number,  specify 
M-254;  under  unit  of  measure,  specify 
pounds,  including  solvent  (as  supplied  by 
producer);  under  name  of  company,  specify 
name  and  mailing  address  of  the  person  re¬ 


porting;  and  leave  delivery  destination,  sup¬ 
plier  and  his  shipping  point  blank. 

Table  I.  Leave  blank. 

Table  JI.  State  In  heading  “Report  for 
month  of  October,  1942”. 

Column  11  (eleven).  Specify  grade  in 
terms  of  the  following  trade  names:  BR-254, 
BK-3962X,  BR-17,()00,  and  Super-Beckacite 
3000. 

Columns  12,  13,  14  and  16.  Leave  blank. 
Column  15.  Specify  amount  of  para- 
phenyl-phenol  resins  In  Inventory  on  October 
31,  1942,  corresponding  to  each  grade  listed 
in  Column  11.  Para-phenyl-phenol  resins 
In  transit  on  October  31,  1942  to  the  person 
reporting,  shall  be  included  in  reported  stocks, 
and  all  other  amounts  in  transit  on  October 
31,  1942  shall  be  excluded  from  stock  re¬ 
ported. 

Tables  III  and  IV.  Leave  blank. 

(4)  The  Director  General  for  Opera¬ 
tions  may  require  each  person  affected 
by  this  order  to  file  such  other  reports  as 
may  be  prescribed,  and  may  issue  special 
directions  to  any  such  person  with  re¬ 
spect  to  preparing  and  filing  Form  PD- 
600. 

(e)  Notification  of  customers.  Each 
producer  shall  notify  his  regular  cus¬ 
tomers  as  soon  as  possible  of  the  re¬ 
quirements  of  this  order,  but  failure  to 
receive  such  notice  shall  not  excuse  any 
person  from  complying  with  the  terms 
hereof. 

(f)  Miscellaneous  provisions — (1)  Ap¬ 
plicability  of  priorities  regulations.  This 
order  and  all  transactions  affected 
hereby  are  subject  to  all  applicable  pro¬ 
visions  of  the  War  Production  Board  pri¬ 
orities  regulations,  as  amended  from 
time  to  time,  except  Priorities  Regulation 
No.  13,  which  shall  be  subject  to  this  or¬ 
der  where  inconsistent  herewith. 

(2)  Applicability  of  other  orders. 
This  order  shall  control  use  and  delivery 
of  resins  as  such  manufactured  from  or 
combined  with  para-phenyl-phenol, 
whether  or  not  manufactured  from  or 
combined  with  other  materials,  to  the 
exclusion  of  any  other  War  Production 
Board  order,  now  or  hereafter  issued, 
governing  the  use  or  delivery  of  resins  as 
such,  but  not  to  the  exclusion  of  any 
other  such  order  governing  use  or  de¬ 
livery  of  materials  (including  para- 
phenyl-phenol)  entering  into  the  pro¬ 
duction  of  resins  (including  para- 
phenyl-phenol  resins)  or  governing  the 
use  or  delivery  of  protective  or  technical 
coatings  containing  resins  (including 
para-phen'yl-phenol  resins) .  Nothing 
contained  in  General  Exports  Order  M- 
148  shall  be  construed  to  permit  use  or 
delivery  of  para-phenyl-phenol  resins  in 
violation  of  this  order. 

(3)  Violations.  Any  person  who  wil¬ 
fully  violates  any  provision  of  this  order, 
or  who,  in  connection  with  this  order, 
wilfully  conceals  a  material  fact  or  fur¬ 
nishes  false  information  to  any  depart¬ 
ment  or  agency  of  the  United  States  is 
guilty  of  a  crime,  and  upon  conviction 
may  be  punished  by  fine  or  imprison¬ 
ment.  In  addition,  any  such  person  may 
be  prohibited  from  making  or  obtaining 
further  deliveries  of,  or  from  processing 
or  using,  material  under  priority  control 
and  may  be  deprived  of  priorities  assist¬ 
ance. 

(4)  Communications  to  War  Produc¬ 
tion  Board.  All  reports  required  to  be 


filed  hereunder,  and  all  communications 
concerning  this  order,  shall,  unless  other¬ 
wise  directed,  be  addressed  to:  War  Pro¬ 
duction  Board,  Chemicals  Branch,  Wash¬ 
ington,  D.  C.  Ref:  M-254. 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680; 
W.P£.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
F.R.  329;  E.O.  9040,  7  F.R.  527;  E.O  9125, 
7  FR.  2719;  sec.  2  (a).  Pub.  Law  671,  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  26th  day  of  October  1942. 

Ernest  Kanzler, 

Director  General  for  Operations. 

[F.  R.  Doc.  42-10872;  Filed,  October  26,  1942; 
4:45  p.  m.] 


Part  3113 — Pulpwood 
[Schedule  1  to  Paragraph  (d)  of  M-251] 
PUGET  SOUND  AREA 

§  3113.2  Schedule  1  to  paragraph  id) 
of  General  Preference  Order  M-251. 
Pursuant  to  paragraph  (d)  of  General 
Preference  Order  M-251,  the  Director 
General  for  Operations  hereby  deter¬ 
mines  that  there  prevails  in  the  follow¬ 
ing  area  a  shortage  in  the  supply  of  the 
following  type(s)  of  pulpwood  required 
for  the  production  of  materials  needed 
in  the  public  interest  and  for  national 
defense; 

Area.  That  portion  of  the  State  of  Wash¬ 
ington,  known  as  the  Puget  Sound  area, 
which  Is  described  as  follows:  bounded  on 
the  West  by  the  Pacific  (X;ean,  bounded  on 
the  north  by  the  Canadian  Border,  bounded 
on  the  east  by  the  crest  of  the  Cascade  Moun¬ 
tain  Range  and  bounded  on  the  south  by  a 
line  'having  the  following  course:  east  from 
the  Pacific  Ocean  along  north  boundary  of 
township  11  to  range  line  between  Town¬ 
ships  7  and  6  East;  then  south  3  miles;  then 
east  through  Range  6  to  Pacific  County  line; 
then  south  along  Pacific  County  line  to 
southern  boundary  of  Lewis  County  line; 
then  east  along  southern  boundary  of  Lewis 
County  line  through  Ranges  5  West  and  4 
West,  and  east  3  miles  to  center  of  Range  3 
West;  then  north  3  miles  through  Range  3 
West;  then  east  through  remainder  of  Range 
3  West  and  through  Range  2  West;  then  north 
on  the  range  line  between  Range  2  West  and 
Range  1  West  to  northern  boundary  of  Town¬ 
ship  11;  then  east  along  northern  boundary 
of  Township  11  through  Range  1  West,  Range 
1  East,  and  Range  2  East;  then  south  3  miles 
on  range  line  between  Range  2  East  and 
Range  3  East;  then  east  through  the  center 
of  townships  In  Ranges  3,  4  and  5  East;  then 
south  3  miles  to  southern  boundary  of  Lewis 
County  line;  then  east  on  Lewis  County  line 
to  the  crest  of  the  Cascade  Mountain  Range. 

Type(s)  of  pulpwood.  All  grades  and  sizes 
of  pulpwood  logs  of  the  following  species 
(excepting  cants,  slabs  or  other  sawmill 
waste) : 

(1)  True  firs  of  the  botanical  species:  Abies 
grandis  (white  fir),  Abies  Lasiocarpa  (balsam 
fir),  Abies  amabilis  (silver  fir)  and  Abies 
concolor  (white  fir). 

(2)  Sitka  spruce  of  the  botanical  species: 
Picea  sitchensis,  except  those  grades  of  logs 
specified  by  the  War  Production  Board  under 
General  Preference  Order  M-186  as  “Sitka 
spruce  logs.  Grades  No.  1  and  2  and  cants  and 
flitches  of  such  logs”.  General  Preference 
Order  M-186  defines  “Grades  No.  1  and  No.  2, 
Sitka  spruce  logs”  as  such  grades  as  under- 
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stood  In  the  particular  district’  on  August 
1.  1941. 

(3)  Engelmann  spruce  of  the  botanical 
q>ecies:  Picea  Engelmannii. 

(4)  Western  Hemlock  of  the  botanical  spe¬ 
cies,  Tsuga  heterophylla  and  Tsuga  merten- 
siana,  except  the  log  grade  specified  by  the 
War  Production  Board  under  General  Pref¬ 
erence  Order  M-229  as  “Western  Hemlock 
aircraft  logs”.  General  Preference  Order 
M-229  defines  “Western  Hemlock  aircraft  logs” 
as  “Logs  of  the  botanical  species  of  Tsuga 
mertensiana  or  Tsuga  heterophylla  (includ¬ 
ing  cants  and  flitches  of  such  logs),  which 
are  produced  in  those  parts  of  Oregon  and 
Washington  lying  west  of  the  crest  of  the 
Cascade  Mountain  Range,  or  in  Alaska,  and 
which  meet  the  following  specifications: 

(i)  Are  from  stands  of  timber  of  approxi¬ 
mately  1,200  feet  or  higher  elevation  and  are 
medium  to  light  in  weight; 

(il)  Are  not  less  than  26  inches  top  diame¬ 
ter  and  not  less  than  12  feet  long; 

(ill)  Are  of  straight  grain  so  that  the  ma¬ 
jority  of  the  clear  lumber  can  be  produced 
with  a  slope  of  grain  not  greater  than  1  in  15; 

(iv)  Are  free  of  deep  bark  seams  or  other 
defects  with  the  clear  portion  of  the  log; 

(v)  Have  reasonably  uniform  annual  rings, 
not  fewer  than  eight  to  the  inch  within  the 
clear  portion  of  the  log;  and 

<vi)  Are  of  a  character  which  will  produce 
at  least  50%  No.  2  Clear  and  Better,  or  B  and 
Better  Clear  lumber”. 

Pursuant  to  subparagraph  (3)  of  para¬ 
graph  (d)  of  said  order,  jthe  Director 
General  for  Operations  hereby  directs 
that  on  and  after  the  day  upon  which 
this  schedule  is  issued,  and  until  this 
schedule  is  revoked,  no  holder  of  pulp- 
wood,  as  defined  in  subparagraph  (3)  of 
paragraph  (b)  of  M-251,  shall  consume, 
process,  or  deliver  any  such  pulpwood  ex¬ 
cept  upon  specific  authorization  or  direc¬ 
tion  by  the  Director  General  for  Opera¬ 
tions. 

Application  for  authorization  or  direc¬ 
tion  to  consume,  process  or  transfer  such 
pulpwood  may  be  submitted  on  Form 
PD-556. 

(P.D.  Reg.  1,  as  amended,  6  FJR.  6680; 
W.P.B.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
F.R.  329;  E.O.  9040,  7  F.R.  527;  E.O.  9125, 
7  F.R.  2719;  sec.  2  (a) ,  Pub.  Law  671,  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  26th  day  of  October  1942. 

Ernest  Kanzler, 

Director  General  for  Operations. 

IF.  R.  Doc.  42-10870;  Piled.  October  26,  1942; 
4:45  p.  m.l 


Part  3113 — ^Pulpwood 
[Schedule  2  to  Paragraph  (d)  of  M-251] 

COLUMBIA — WILLAMETTE  AREA 

§  3113.3  Schedule  No.  2  to  Section  (d) 
of  General  Preference  Order  No.  M-251. 
Pursuant  to  paragraph  (d)  of  General 
Preference  Order  M-251,  the  Director 
General  for  Operations  hereby  deter¬ 
mines  that  there  prevails  in  the  following 
area  a  shortage  in  the  supply  of  the 
following  type(s)  of  pulpwood  required 
for  the  production  of  materials  needed 


’  General  Preference  Order  M-186  also  de¬ 
fines  “district”. 


in  the  public  interest  and  for  national 
defense: 

Area.  That  portion  of  the  states  of  Wash¬ 
ington  ^and  Oregon,  known  as  the  Columbla- 
Willamette  area,  which  is  described  as  fol¬ 
lows:  bounded  on  the  east  by  the  crest  of 
the  Cascade  Mountain  Range,  bounded  on 
the  south  by  the  California-Oregon  state 
line,  bounded  on  the  west  by  the  Pacific 
Ocean,  and  bounded  on  the  north  by  a  line 
having  the  following  course:  starting  in  the 
state  of  Washington,  east  from  the  Pacific 
Ocean  along  north  boundary  of  Township  11 
to  range  line  between  Townships  7  and  6 
East;  then  south  3  miles;  then  east  through 
Range  6  to  Pacific  County  line;  then  south 
along  Pacific  County  line  to  southern  boun¬ 
dary  of  Lewis  County  line;  then  east  along 
southern  boundary  of  Lewis  County  line 
through  Ranges  5  West  and  4  West,  and  east 
3  miles  to  center  of  Range  3  West;  then  north 
3  miles  through  Range  3  West;  then  east 
through  remainder  of  Range  3  West  and 
through  Range  2  West;  then  north  on  the 
range  line  between  Range  2  West  and  Range 
1  West  to  northern  boundary  of  Township  11; 
then  east  along  northern  boundary  of  Town¬ 
ship  11  through  Range  1  West,  Range  1  East, 
and  Range  2  East;  then  south  3  miles  on 
range  line  between  Range  2  East  and  Range 
3  East;  then  east  through  the  center  of  town¬ 
ships  in  Ranges  3,  4  and  5  East;  then  south 
3  miles  to  southern  boundary  of  Lewis  County 
line;  then  east  on  Lewis  County  line  to  the 
crest  of  the  Cascade  Mountain  Range. 

Types  of  pulpwood.  All  grades  and  sizes  of 
pulpwood  logs  of  the  following  species  (ex¬ 
cepting  cants,  slabs  or  other  sawmill  waste) : 

(1)  True  firs  of  the  botanical  species;  Abies 
grandis  (white  fir),  Abies  lasiocarpa  (bal¬ 
sam  fir) ,  Abies  amabilis  (silver  fir) ,  Abies  con- 
color  (white  fir)  and  Abies  magnifica  (red 
fir), 

(2)  Sitka  spruce  of  the  botanical  species: 
Picea  sitchensis,  except  those  grades  of  logs 
specified  by  the  War  Production  Board  under 
General  Preference  Order  M-186  as  “Sitka 
spruce  logs.  Grades  No.  1  and  2  and  cants  and 
fiitches  of  such  logs”.  General  Preference 
Order  M-186  defines  “Grades  No.  1  and  No.  2, 
Sitka  spruce  logs”  as  such  grades  as  under¬ 
stood  in  the  particular  district  ’  on  August  1, 
1941. 

(3)  Engelmann  spruce  of  the  botanical 
species;  Picea  Engelmannii. 

(4)  Western  Hemlock  of  the  botanical  spe¬ 
cies,  Tsuga  heterophylla  and  Tsuga  mertensi¬ 
ana,  except  the  log  grade  specified  by  the 
War  Production  Board  under  General  Prefer¬ 
ence  Order  M-229  as  “Western  Hemlock  air¬ 
craft  logs”.  General  Preference  Order  M-229 
defines  “Western  Hemlock  aircraft  logs”  as 
“logs  of  the  botanical  species  of  the  Tsuga 
mertensiana  or  Tsuga  heterophylla  (includ¬ 
ing  cants  and  fiitches  of  such  logs) ,  which  are 
produced  in  those  parts  of  Oregon  and  Wash¬ 
ington  lying  west  of  the  crest  of  the  Cascade 
Mountain  Range,  or  in  Alaska,  and  which 
meet  the  following  specifications: 

(1)  Are  from  stands  of  timber  of  approxi¬ 
mately  1200  feet  or  higher  elevation  and  are 
medium  to  light  in  weight; 

(li)  Are  not  less  than  26  inches  top  diam¬ 
eter  and  not  less  than  12  feet  long; 

(iii)  Are  of  straight  grain  so  that  the  ma¬ 
jority  of  the  clear  lumber  can  be  produced 
with  a  slope  of  grain  not  greater  than  1  in  15; 

(iv)  Are  free  of  deep  bark  seams  or  other 
defects  with  the  clear  portion  of  the  log; 

(v)  Have  reasonably  uniform  annual  rings, 
not  fewer  than  eight  to  the  inch  within 
the  clear  portion  of  the  log;  and 

(Vi)  Are  of  a  character  which  will  produce 
at  least  60%  No.  2  Clear  and  Better,  or  B 
and  Better  Clear  lumber”. 

The  Director  General  for  Operations 
may, /-pursuant  to  subparagraph  (1)  of 


paragraph  (d)  of  said  order,  by  further 
and  individual  directions,  allocate  spe¬ 
cific  quantities  of  such  pulpwood  from 
and  to  specific  persons.  Meanwhile,  un¬ 
less  and  until  he  receives  such  further 
directions,  any  person  may  consume  or 
dispose  of  such  pulpwood  as  if  this 
Schedule  had  not  been  issued. 

(P.D.  Reg.  1,  as  amended,  6  F.R,  6680; 
W.P3.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
F.R.  329;  E.O.  9040,  7  F.R.  527;  E.O.’ 9125, 
7  F  R.  2719;  sec.  2  (a) ,  Pub.  Law  671,  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  26th  day  of  October  1942. 

Ernest  Kanzler, 
Director  General  for  Operations. 

[F.  R.  Doc.  42-10871;  Filed,  October  26,  1942; 
4:45  p.  m.] 


Part  1010 — Suspension  Orders 
(Suspension  Order  S-1031 
FIRESTONE  TIRE  AND  RUBBER  CO. 

Firestone  Tire  and  Rubber  Company, 
whose  principal  place  of  business  is  at 
Akron,  Ohio,  is  engaged  in  the  operation 
of  service  stations  for  the  sale  of  motor 
fuel  in  and  about  Boston,  Massachu¬ 
setts.  It  owns  and  operates  several 
service  stations  in  the  Boston  District 
which  are  supplied  with  gasoline  from 
bulk  plants  owned  by  the  Company.  Its 
supplier  of  motor  fuel  established  a  quota 
under  Limitation  Order  L-70  for  each 
of  its  bulk  plants,  but  the  company,  al¬ 
though  it  was  a  supplier,  did  not  estab¬ 
lish  any  quotas  for  its  service  stations. 
The  company  distributed  the  motor  fuel 
delivered  by  its  supplier  among  its  serv¬ 
ice  stations  without  regard  to  their 
proper  quotas.  This  resulted  in  sub¬ 
stantial  over-deliveries  of  motor  fuel  to 
the  company’s  service  station  located  in 
Brockton,  Massachusetts,  during  the 
months  of  April  and  May,  1942,  The 
company  also  made  over-deliveries  to 
other  service  stations  during  these 
months  because  of  its  failure  to  compute 
quotas  for  such  stations,  but  in  subse¬ 
quent  months  attempted  to  compensate 
for  this  by  under-deliveries  to  these 
stations. 

The  over-deliveries  of  motor  fuel  to 
these  service  stations  constituted  a  wil¬ 
ful  violation  of  Limitation  Order  L-70, 
which  has  hampered  and  impeded  the 
war  effort  of  the  United  States.  In 
view  of  the  foregoing;  It  is  hereby 
ordered: 

§  1010.103  Suspension  Order  S-103. 
(a)  Firestone  Tire  and  Rubber  Com¬ 
pany,  its  successors  and  assigns,  shall 
not  sell  or  deliver  to  any  person  any 
motor  fuel,  as  defined  in  Limitation 
Order  L-70,  at  the  service  station  owned 
and  operated  by  it,  located  in  Brockton, 
Massachusetts,  except  as  specifically  au¬ 
thorized  by  the  Director  General  for 
Operations. 

(b)  Nothing  contained  in  this  order 
shall  be  deemed  to  relieve  Firestone  Tire 
and  Rubber  Company,  its  successors  and 
assigns,  from  any  restriction,  prohibi¬ 
tion,  or  provision  contained  in  any  other 
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order  or  regulation  of  the  Director  of 
Industry  Operations  or  the  Director 
General  for  Operations,  except  in  so  far 
as  the  same  may  be  inconsistent  here¬ 
with. 

(c)  This  order  shall  take  effect  on 
October  28th,  1942,  and  shall  expire  on 
December  28,  1942,  at  which  time  the 
restrictions  contained  in  this  order  shall 
be  of  no  further  effect. 

(P.D.  Reg.  1,  as  amended,  6  F.R..6680: 
W.P.B.  Reg.  1.  7  F.R.  561;  E.O.  9024. 
7  F.R.  329;  E.O.  9040,  7  F.R.  527;  E.O. 
9125.  7  F.R.  2719;  sec.  2  (a).  Pub.  Law 
671,  76th  Cong.,  as  amended  by  Pub.  Laws 
89  and  507.  77th  Cong.) 

Issued  this  26th  day  of  October  1942. 

Ernest  Kanzler, 
Director  General  for  Operations. 

(F.  R.  Doc.  42-10873;  Filed,  October  26,  1942; 
4:45  p.  m.] 


Part  1010— Suspension  Orders 
[Suspension  Order  8-123) 

CRESCENT  ELECTRIC  CO. 

J.  B.  Roxburgh,  an  individual  doing 
business  as  Crescent  Electric  Company, 
of  San  Francisco,  California,  is  engaged 
in  the  business  of  distributing  electrical 
supplies  as  a  wholesaler.  It  is  a  ware¬ 
house,  as  defined  in  General  Preference 
Order  M-9-a. 

From  April  SO,  1942,  to  May  6,  1942, 
J.  B.  Roxburgh,  doing  business  as 
Crescent  Electric  Company,  accepted  and 
filled  wholesale  orders  for  72,279  feet  of 
copper  wire,  having  a  value  of  $558.70, 
which  did  not  bear  a  preference  rating 
of  A-10  or  higher,  notwithstanding  the 
fact  that  he  had  knowledge  of  said 
Order.  These  acts  constituted  wilful 
violations  of  General  Preference  Order 
M-9-a,  as  amended  on  February  6,  1942. 

From  May  7,  1942,  to  June  1,  1942, 
J.  B.  Roxburgh,  doing  business  as  Cres¬ 
cent  Electric  Company,  accepted  and 
filled  wholesale  orders  for  88,204  feet  of 
copper  wire,  having  a  value  of  $1,331.00, 
which  did  not  bear  a  preference  rating 
of  A-l-k  or  higher,  notwithstanding  the 
fact  that  he  had  knowledge  of  said 
order.  These  acts  constituted  wilful 
violations  of  General  Preference  Order 
M-9-a,  as  amended  on  May  7,  1942. 

On  February  27,  1942,  and  May  28, 
1942,  J.  B.  Roxburgh,  doing  business  as 
Crescent  Electric  Company,  applied 
preference  ratings  of  A-10  under  Pref¬ 
erence  Rating  Order  P-100  to  certain 
purchase  orders  for  copper  wire,  certify¬ 
ing  that  such  material  was  for  main¬ 
tenance,  repair,  or  operating  supplies. 
342,105  feet  of  copper  wire,  inclu(3ed  in 
the  purchase  order  of  February  27,  1942, 
and  15,750  feet  of  copper  wire  included  in 
the  purchase  order  of  May  28,  1942,  were 
not  for  maintenance,  repair,  or  operat¬ 
ing  supplies,  as  defined  in  Preference 
Rating  Order  P-100,  and  the  applications 
of  the  rating  to  these  purchase  orders 
constituted  violations  of  Preference  Rat¬ 
ing  Order  P-100  and  misrepresentations 
to  the  War  Production  Board. 

These  violations  of  General  Prefer¬ 
ence  Order  M-9-a  and  Preference  Rat¬ 
ing  Order  P-100  have  impeded  and 
hampered  the  war  effort  of  the  United 


States  by  diverting  scarce  material  to 
uses  not  authorized  by  the  War  Produc¬ 
tion  Board.  In  view  of  the  foregoing 
facts;  It  is  hereby  ordered: 

§  1010.123  Suspension  Order  S-123. 

(a)  Deliveries  of  material  to  J.  B. 
Roxburgh,  doing  business  as  Crescent 
Electric  Company  or  otherwise,  or  his 
successors  and  assigns,  shall  not  be  ac¬ 
corded  priority  over  deliveries  under  any 
other  contract  or  order  and  no  prefer¬ 
ence  ratings  shall  be  assigned  or  applied 
to  such  deliveries  by  means  of  Preference 
Rating  Certificates,  Preference  Rating 
Orders,  General  Preference  Orders,  or 
any  other  orders  or  regulations  of  the 
Director  of  Industry  Operations  or  the 
Director  General  for  Operations,  except 
as  specifically  authorized  by  the  Director 
General  for  Operations. 

(b)  No  allocation  shall  be  made  to  J.  B. 
Roxburgh,  doing  business  as  Crescent 
Electric  Company  or  otherwise,  his  suc¬ 
cessors  or  assigns,  of  any  material  the 
supply  or  distribution  of  which  is  gov¬ 
erned  by  any  order  of  the  Director  of  In¬ 
dustry  Opeiations  or  the  Director  Gen¬ 
eral  for  Operations,  except  as  specifically 
authorizecl  by  the  Director  General  for 
Operations, 

(c)  This  order  shall  take  effect  on  Oc¬ 
tober  31,  1942,  and  shall  expire  on  Janu¬ 
ary  31,  1943,  at  which  time  the  restric¬ 
tions  contained  in  this  order  shall  be  of 
no  further  effect. 

(P.D.  Reg.  1.  as  amended,  6  F.R.  6680; 
W.P.B.  Reg.  1,  7  F  R.  561;  E.O.  9024,  7  F.R. 
329;  E.O.  9040,  7  F.R.  527;  E.O.  9125,  7 
F.R.  2719;  sec.  2  (a).  Pub.  Law  671,  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  26th  day  of  October  1942. 

Ernest  Kanzler,  . 

Director  General  for  Operations. 

[F.  R.  Doc.  42-10874;  Filed.  October  26,  1942; 

4:46  p.  m.] 


Part  1010 — Suspension  Orders 
[Suspension  Order  S-125] 

RICHARD  STIECLER 

Richard  Stiegler,  230  Fifth  Avenue, 
New  York,  New  York,  bought  certain 
property  on  Liberty  Street  in  Springfield, 
Massachusetts  in  December,  1941,  on 
which  he  planned  to  erect  a  super  market 
which  was  to  be  rented  to  the  Great  At¬ 
lantic  and  Pacific  Tea  Company  (herein¬ 
after  referred  to  as  “A  &  P”) .  Construc¬ 
tion  of  this  store  had  not  been  com¬ 
menced  on  April  9, 1942,  and  due  to  Con¬ 
servation  Order  L-41  it  became  necessary 
for  Mr,  Stiegler  to  obtain  authorization 
from  the  War  Production  Board  for  such 
construction.  On  April  17,  1942,  Mr. 
Stiegler  signed  an  application  on  Form 
PD-200  for  authorization  to  build  this 
store  which  application  was  granted  May 
9, 1942.  Question  15  of  Form  PD-200  re¬ 
quests  the  applicant  to  explain  in  detail 
what  consideration  has  been  given  either 
to  temporarily  using  other  available  fa¬ 
cilities  or  to  reconditioning  existing  facil¬ 
ities.  In  answer  to  this  question  Mr. 
Stiegler  stated  “none  available”.  In 
signing  the  application  he  also  certified 


that  there  was  no  omission  of  any  mate¬ 
rial  fact. 

At  the  time  this  application  was  filed, 
A  &  P  was  operating  another  super  mar¬ 
ket  within  a  half  mile  of  the  proposed  new 
store.  The  company  on  completion  of 
the  new  building  planned  to  cancel  its 
lease  on  the  existing  store  which  it  con¬ 
sidered  inadequate  and  unsatisfactory. 
Despite  the  fact  that  Mr.  Stiegler  knew 
that  other  facilities  were  in  fact  available 
and  presently  occupied  by  A  &  P,  he  made 
no  qualification  or  explanation  of  his 
answer  to  Question  15  in  the  PD-200 
form.  Prior  to  the  filing  of  this  applica¬ 
tion  he  had  been  informed  by  a  repre¬ 
sentative  of  the  War  Production  Board 
that  such  application  would  probably  not 
be  granted  if  other  facilities  were  avail¬ 
able  so  he  knew  that  his  answer  to  this 
question  was  inadequate  and  misleading. 

Construction  on  the  store  commenced 
in  July,  1942,  pursuant  to  the  authoriza¬ 
tion  which  had  been  given  and  had 
reached  an  advanced  stage  when  halted 
by  an  order  from  the  Director  General 
for  Operations.  Joseph  Chiarelli  of 
Springfield,  Massachusetts,  is  the  gen¬ 
eral  contractor. 

The  inadequate  and  misleading  state¬ 
ment  made  by  Mr.  Stiegler  on  the  appli¬ 
cation  form  prevented  full  consideration 
of  the  application,  which  might  not  have 
been  approved  if  the  facts  had  been  fully 
disclosed;  and  has  made  it  appropriate  to 
suspend  the  effectiveness  of  the  authori¬ 
zation  for  a  period  of  time.  In  view  of 
the  foregoing;  It  is  hereby  ordered.  That: 

§  1010.125  Suspension  Order  S-125. 

(a)  Neither  Richard  Stiegler  nor  Joseph 
Chiarelli  nor  any  other  person  shall 
order,  purchase,  accept  delivery  of,  with¬ 
draw  from  inventory,  or  in  any  other 
manner  secure  or  use  material  or  con¬ 
struction  plant  in  order  to  continue  con¬ 
struction  on  the  property  located  at  761 
Liberty  Street,  Springfield,  Massachu¬ 
setts,  except  as  specifically  authorized  in 
writing  by  the  Regional  Compliance 
Chief  of  the  Boston  Regional  Office  of 
the  War  Production  Board  for  the  pur¬ 
pose  of  protecting  the  said  premises 
from  the  elements. 

(b)  Nothing  contained  in  this  order 
shall  be  deemed  to  relieve  Richard 
Stiegler  or  Joseph  Chiarelli  or  any  other 
person  from  any  restriction,  prohibition, 
or  provision  contained  in  any  other  order 
or  regulation  of  the  Director  of  Industry 
Operations  or  the  Director  General  for 
Operations,  except  in  so  far  as  the  same 
may  be  inconsistent  with  the  provisions 
hereof. 

(c)  This  order  shall  take  effect  on 
October  28,  1942,  and  shall  expire  Janu¬ 
ary  28,  1943,  at  which  time  the  restric¬ 
tions  contained  in  this  order  shall  be  of 
no  further  effect, 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680; 
W.P.B.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
F.R.  329;  E.O.  9040,  7  F.R.  527;  E.O.  9125, 
7  F.R.  2719;  sec.  2  (a).  Pub.  Law  671, 
76th  Cong.,  as  amended  by  Pub.  Laws  89 
and  507,  77th  Cong.) 

Issued  this  26th  day  of  October  1942. 

Ernest  Kanzler, 
Director  General  for  Operations. 
[F.  R.  Doc.  42-10875;  Filed,  October  26.  1942; 

4:46  p.  m.] 
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Part  1010 — Suspension  Orders 
(Suspension  Order  &-126] 
PHILADELPHIA  BREWING  COMPANY 

Philadelphia  Brewing  Company.  Phil¬ 
adelphia.  Pennsylvania,  is  engaged  in 
the  production  and  selling  of  malt  bev¬ 
erages.  It  uses  closures  made  of  tin¬ 
plate.  terneplate.  or  blackplate  (herein¬ 
after  simply  referred  to  as  “closures”)  in 
the  bottling  of  such  beverages.  The  use 
of  closures  for  this  purpose  is  restricted 
by  Conservation  Order  M-104. 

Shortly  after  the  issuance  of  Conserva¬ 
tion  Order  M-104.  the  Company  filed  an 
appeal  from  the  restrictions  of  the  order 
and  was  specifically  authorized  on  June 
12.  1942.  by  a  telegram  signed  by  the 
Director  of  Industry  Operations  to  use. 
during  June  and  July.  1942.  not  more 
than  100%  of  its  corresponding  con¬ 
sumption  of  closures  in  June  and  July. 
1941,  for  the  bottling  of  malt  beverages. 
In  June,  1941,  the  Company  had  used 
4,803  gross  of  closures  and  in  July,  1941, 
5,190  gross.  In  June,  1942,  it  used  9,582 
gross  of  closures  in  the  bottling  of  malt 
beverages  and  in  July,  1942,  11,755  gross 
in  violation  of  Conservation  Order 
M-104  as  modified  by  the  telegram  of 
June  12,  1942,  despite  the  fact  that  its 
appeal  for  relief  had  been  granted.  Dur¬ 
ing  August,  1942,  the  Company  was  per¬ 
mitted  to  use  only  3,240  gross  of  closures 
in  the  bottling  of  malt  beverages  but  de¬ 
spite  this  restriction  used  11,281  gross 
of  closures  in  that  month  for  such  pur¬ 
pose.  At  all  times  during  June,  July, 
and  August,  1942,  the  Company  was  fully 
aware  of  the  restrictions  contained  in 
Conservation  Order  M-104  and  its  ex¬ 
cessive  use  of  closures  constituted  a 
wilful  violation  of  that  order. 

These  violations  of  Conservation  Or¬ 
der  M-104  have  hampered  and  impeded 
the  war  effort  of  the  United  States  by 
diverting  scarce  materials  to  uses  unau¬ 
thorized  by  the  War  Production  Board. 
In  view  of  the  foregoing;  It  is  hereby 
ordered.  That: 

§  1010.126  Suspension  Order  S-126. 

(a)  Philadelphia  Brewing  Company,  its 
successors  and  assigns,  shall  not  use  any 
closures  made  of  tinplate,  terneplate,  or 
blackplate  (as  said  terms  are  defined  in 
Conservation  Order  M-104,  as  amended 
September  26,  1942)  in  the  bottling  of 
malt  beverages,  except  as  specifically  au¬ 
thorized  by  the  Director  General  for 
Operations. 

(b)  Nothing  contained  in  this  order 
shall  be  deemed  to  relieve  Philadelphia 
Brewing  Company,  its  successors  and  as¬ 
signs,  from  any  restriction,  prohibition, 
or  provision  of  any  other  order  or  regula¬ 
tion  of  the  Director  of  Industry  Opera¬ 
tions  or  the  Director  General  for  Oper¬ 
ations,  except  in  so  far  as  the  same  may 
be  inconsistent  with  the  provisions 
hereof. 

(c)  This  order  shall  take  effect  on 
October  28,  1942,  and  shall  expire  on 
February  28,  1943,  at  which  time  the  re¬ 
strictions  contained  in  this  order  shall 
be  of  no  further  effect. 

*P.D.  Reg.  1,  as  amended,  6  P.R.  6680; 
W.P.B.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
P.R.  329;  E.O.  9040,  7  F.R.  527;  E.O. 


9125,  7  F.R.  2719;  sec.  2  (a) ,  Pub.  Law  671, 
76th  Cong.,  as  amended  by  Pub.  Laws  89 
and  507,  77th  Cong.) 

Issued  this  26th  day  of  October  1942. 

Ernest  Kanzler, 
Director  Genercd  lor  Operations. 

(F.  R.  Doc.  42-10876;  Filed,  October  26,  1942; 
4:46  p.  m.] 


Part  3037 — Electronic  Equipment 
(General  Limitation  CH^der  li-183-a] 

The  fulfillment  of  requirements  for  the 
defense  of  the  United  States  has  created 
a  shortage  in  the  supply  of  electronic 
equipment  for  defense,  for  private  ac¬ 
count  and  for  export;  and  the  following 
order  is  deemed  necessary  and  appropri¬ 
ate  in  the  public  interest  and  to  promote 
the  national  defense. 

§  3037.2  General  Limitation  Order 
Ir-183-a— (a)  Definitions.  For  the  pur¬ 
pose  of  this  order: 

(1)  “Electronic  equipment”  means  any 
electrical  apparatus  or  device  involving 
the  use  of  vacuum  or  gaseous  tubes  and 
electrical  equipment  used  for  communi¬ 
cations,  detection  and  signaling. 

(2)  “Producer”  means  any  individual, 
partnership,  association,  business  trust, 

•corporation,  or  any  organized  group  of 
persons,  whether  incorporated  or  not,  to 
the  extent  engaged  in  the  production  or 
assembly  of  electronic  equipment  which 
Is  manufactured  for  delivery  to  or  for  the 
account  of: 

(i)  The  Army  or  Navy  of  the  United 
States,  the  United  States  Maritime  Com¬ 
mission.  the  War  Shipping  Administra¬ 
tion,  the  Panama  Canal,  the  Coast  Guard, 
and  the  Civil  Aeronautics  Administra¬ 
tion;  or 

(ii)  The  government  of  any  of  the  fol¬ 
lowing  countries:  Belgium,  China, 
Czechoslovakia,  Free  France,  Greece,  Ice¬ 
land,  Netherlands,  Norway,  Poland,  Rus¬ 
sia,  Turkey,  United  Kingdom,  including 
its  dominions.  Crown  Colonies  and  Pro¬ 
tectorates,  and  Yugoslavia;  or 

(iii)  Any  other  country,  including 
those  of  the  Western  Hemisphere,  now 
or  hereafter  designated,  pursuant  to  the 
Act  of  March  11,  1941,  entitled  “An  Act 
to  Promote  the  Defense  of  the  United 
States”  (Lend-Lease  Act). 

(3)  “Precedence  list”  is  the  schedule  is¬ 
sued,  and  as  amended  from  time  to  time 
by  the  Joint  Communications  Board  of 
the  Army  and  Navy,  which  sets  forth  by 
numerical  designation  the  relative  ur¬ 
gency  of  deliveries  of  certain  types  and 
quantities  of  electronic  equipment.  The 
order  of  urgency  established  by  this  list 
is: 

PLAl. 

PLAla,  etc. 

PLA2,  etc. 

PLBl,  etc.;  PLAl  being  the  highest  urgency 
presently  assigned. 

(b)  Operation  of  the  precedence  list. 
(1)  The  numerical  designations  of  the 
precedence  list  shall  establish  the  relative 
urgency  of  certain  deliveries  of  types  and 
quantities  of  electronic  equipment  and  of 
those  components  and  parts  referred  to 
in  subparagraphs  (3)  and  (4)  of  this 


paragraph,  within  any  single  category  of 
preference  rating.  Any  delivery  bearing 
a  lower  numerical  designation  in  any 
category  of  preference  rating  shall  be  de¬ 
ferred  to  the  extent  necessary  to  assure, 
within  the  time  specified,  those  deliver¬ 
ies  bearing  higher  designations  within 
the  same  category  of  preference  rating, 
even  though  such  deferment  may  cause 
default  in  deliveries  bearing  lower  desig¬ 
nations. 

(2)  The  assignment  of  a  precedence 
list  designation  shall  not  affect  produc¬ 
tion  or  delivery  under  any  order  (includ¬ 
ing  an  order  for  electronic  equipment  or 
components  or  parts  thereof)  which  does 
not  bear  a  precedence  list  designation. 
The  sequence  of  deliveries  among  such 
orders  bearing  no  precedence  list  desig¬ 
nation  and  as  between  any  order  bearing 
no  precedence  list  designation  and  any 
order  bearing  a  precedence  list  designa¬ 
tion  shall  be  determined  pursuant  to 
Priorities  Regulation  No.  1  in  accordance 
with  the  preference  ratings  which  such 
orders  respectively  bear. 

(3)  Each  producer  shall  review  his 
production  and  delivery  schedules  for 
electronic  equipment  to  which  numerical 
designations  under  the  precedence  list 
have  been  applied;  and  on  January  1, 
1943,  and  thereafter,  notwithstanding 
the-  provisions  of  any  other  applicable 
priorities  regulations  or  orders  of  the 
War  Production  Board,  he  shall  schedule 
or  reschedule  within  each  category  of 
preference  rating  his  production  sched¬ 
ules  of  deliveries  of  types  and  quantities 
of  electronic  equipment  to  which  nu¬ 
merical  designations  of  urgency  have 
been  applied,  in  relation  to  each  other 
only,  and  in  accordance  with  such  desig¬ 
nations,  so  that,  as  to  deliveries  of  those 
bearing  lower  designations,  production 
shall  be  deferred  to  the  extent  necessary 
to  assure  those  deliveries  bearing  higher 
designations  within  the  time  specified. 

(4)  When  numerical  designations  of 
urgency  have  been  applied  to  deliveries 
by  a  producer,  such  producer  shall  im¬ 
mediately  transmit  such  designations,  in 
writing,  to  his  suppliers  and  fabricators 
of  components  or  parts  to  be  incorpo¬ 
rated  into  such  deliveries  of  the  producer. 
The  numerical  designations  of  urgency 
shall  be  applied  only  to  deliveries  of  fab¬ 
ricated  and  semifabricated  components 
and  parts  but  not  to  deliveries  of  raw 
materials. 

(5)  Any  such  supplier  or  fabricator  re¬ 
ceiving  such  numerical  designations  of 
urgency,  from  one  or  more  producers, 
shall  thereupon  schedule  or  reschedule, 
within  each  category  of  preference 
rating,  his  production  schedules  of  de¬ 
liveries  of  types  and  quantities  of  com¬ 
ponents  or  parts  to  which  such  designa¬ 
tions  apply,  in  relation  to  each  other  only, 
and  in  accordance  with  such  designa¬ 
tions,  so  that,  as  to  deliveries  of  those 
bearing  lower  designations,  production 
shall  be  deferred  to  the  extent  necessary 
to  assure  those  deliveries  bearing  higher 
designations  in  accordance  with  the  pur¬ 
chase  orders  therefor. 

(6)  The  Director  General  for  Opera¬ 
tions  may  from  time  to  time  issue  special 
orders  or  directions  varying  or  changing 
dates  of  deliveries  or  production  sched¬ 
ules  of  electronic  equipment  and  parts 
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and  components  therefor,  and  such  or¬ 
ders  or  directions  when  issued  shall  be 
complied  with  irrespective  of  preference 
ratings  or  Precedence  List  designations. 

(c)  Records.  All  producers  and  sup¬ 
pliers  and  fabricators  affected  by  this 
order  shall  keep  and  preserve,  for  not 
less  than  two  years,  accurate  and  com¬ 
plete  records  concerning  production  de¬ 
liveries  and  orders  for  electronic  equip¬ 
ment  and  components  and  parts  there¬ 
for,  deliveries  of  which  are  governed  by 
this  order. 

(d)  Reports.  All  producers  and  sup¬ 
pliers  and  fabricators  affected  by  this 
order  shall  execute  and  file  with  the  War 
Production  Board  such  reports  and  ques¬ 
tionnaires  as  the  War  Production  Board 
shall  from  time  to  time  prescribe. 

(e)  Applicability  of  priorities  regula¬ 
tions.  This  order  and  all  transactions 
affected  thereby  are  subject  to  all  appli¬ 
cable  provisions  of  the  priorities  regula¬ 
tions  of  the  War  Production  Board  as 
amended  from  time  to  time,  except  as 
specifically  provided  to  the  contrary  in 
paragraph  (b)  hereof. 

(f)  Violations  Any  person  who  wil¬ 
fully  violates  any  provision  of  this  order, 
or  who,  in  connection  with  this  order, 
wilfully  conceals  a  material  fact  or  fur¬ 
nishes  false  information  to  any  depart¬ 
ment  or  agency  of  the  United  States, 
is  guilty  of  a  crime,  and  upon  conviction 
may  be  punished  by  fine  or  imprison¬ 
ment.  In  addition,  any  such  person  may 
be  prohibited  from  making  or  obtaining 
further  deliveries  of,  or  from  processing 
or  using  material  under  priorities  con¬ 
trol  and  may  be  deprived  of  priorities 
assistance. 

(g)  Appeals.  Any  person  affected  by 
this  order  who  considers  that  compliance 
therewith  would  work  an  exceptional 
and  unreasonable  hardship  upon  him, 
or  that  it  would  result  in  a  serious  prob¬ 
lem  of  unemployment,  in  the  community, 
may  apply  for  relief  by  addressing  a 
letter  to  the  War  Production  Board, 
setting  forth  the  pertinent  facts  and  the 
reasons  why  such  person  considers  that 
he  is  entitled  to  relief.  The  Director 
General  for  Operations  may  thereupon 
take  such  action  as  he  deems  appro¬ 
priate. 

(h)  Communications.  All  reports  to 
be  filed,  appeals  and  other  communica¬ 
tions  concerning  this  order  should  be 
addressed  to:  War  Production  Board, 
Radio  and  Radar  Branch,  Washington, 
D.  C.,  Ref:  L-183-a. 

(P  D.  Reg.  1,  as  amended,  6  F.R.  6680; 
W.P  B.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
F.R.  329;  E.O.  9040,  7  F.R.  527;  E.O.  9125, 
7  F  R.  2719;  sec.  2  (a) ,  Pub.  Law  671,  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  26th  day  of  October  1942. 

Ernest  Kanzler, 

Director  General  for  Operations. 

|F  R.  Doc.  42-10888;  Filed,  October  27,  1942; 

10:60  a.  m.) 


Part  991 — Sperm  Oil 

[General  Preference  Order  M-40,  as  Amended 
October  27, 1942] 

Section  991.1  is  hereby  amended  in  Its 
entirety  to  read  as  follows: 

§  991.1  General  Preference  Order 
M-40 — (a)  Definition.  For  the  purpose 
of  this  order  “sperm  oil”  means  that  oil 
obtained  from  the  head  or  body  of  the 
sperm  whale,  alone  or  combined,  includ¬ 
ing  sperm  oil  which  has  been  winterized, 
pressed,  distilled,  deodorized,  sulphona- 
ted,  sulphurized,  sulfo-chlorinated,  sul- 
phated,  blown  or  otherwise  physically  or 
chemically  treated,  but  excluding  crude 
and  refined  spermaceti. 

(b)  Restriction  on  use,  processing  and 
delivery  of  sperm  oil.  No  person  shall 
use,  process,  deliver  or  accept  delivery 
of  sperm  oil  except  as  specifically  au¬ 
thorized  by  the  Director  General  for  Op¬ 
erations  upon  application  of  the  user, 
processor  or  deliveree  o’  Form  PD-481, 
or  except  as  provided  in  paragraph  (c). 

(c)  Exemptions.  Specific  authoriza¬ 
tion  of  the  Director  General  for  Opera¬ 
tions  shall  not  be  required  with  respect 
to: 

(1)  The  delivery  by  any  one  person  of 

2,000  pounds  or  less  of  sperm  oil  in  any 
one  calendar  month  (in  lots  of  not  more 
than  100  pounds  to  any  one  person  in 
any  one  calendar  month).  ‘ 

(2)  The  use,  processing,  and  accept¬ 
ance  of  delivery  of  100  pounds  or  less  of 
sperm  oil  by  any  one  person  in  any  one 
calendar  month. 

(3)  The  delivery  of  sperm  oil  by  (but 
not  to),  and  the  use  or  processing  of 
sperm  oil  by,  the  United  States  Army, 
Navy,  Coast  Guard.  Maritime  Commis¬ 
sion  or  War  Shipping  Administration. 

(d)  Restriction  on  use  of  sperm  oil  in 
lubricating  oils  and  greases.  (1)  No 
person  shall,  in  the  production  of  lubri¬ 
cating  or  cutting  oils  or  compounds,  use 
sulphurized  sperm  oil  having  a  sulphur 
content  of  less  than  ten  percent  (10%) 
by  weight  (including  in  the  weight  of 
such  sulphurized  sperm  oil,  the  weight  of 
any  unsulphurized  sperm  oil  used  in 
conjunction  therewith) ;  and 

(2)  No  person  shall,  in  the  production 
of  lubricating  or  cutting  oils  or  com¬ 
pounds,  use  sperm  oil  to  an  extent  which 
will  increase  the  sulphur  content  of  such 
oil  or  compound  to  an  amount  in  excess 
of  that  of  the  same  grade  of  such  oil  or 
compound  as  prepared  by  the  producer 
thereof  during  the  30-day  period  im¬ 
mediately  prior  to  May  16,  1942. 

(e)  Reports.  (1)  Each  person  who 
shall  bring  sperm  oil  into  the  United 
States  or  its  possessions  shall  file  a  let¬ 
ter  with  the  War  Production  Board, 
Chemicals  Branch,  Washington,  D.  C., 
Ref:  M-40,  within  ten  days  after  such 
importation,  stating  the  port  of  entry, 
place  of  storage,  ownership,  grade  and 
amount  of  such  sperm  oil. 

(2)  Each  person  affected  by  this  order 
shall  file  such  other  reports  as  may  from 


time  to  time  be  required  by  the  Director 
General  for  Operations. 

(f)  Miscellaneous  provisions — (1)  Ap¬ 
plicability  of  priorities  regulations.  This 
order  and  all  transactions  affected  here¬ 
by  are  subject  to  all  applicable  provi¬ 
sions  of  War  Production  Board  priori¬ 
ties  regulations,  as  amended  from  time 
to  time. 

(2)  Intra-company  deliveries.  The 
prohibitions  and  restrictions  of  this  order 
with  respect  to  deliveries  of  sperm  oil 
shall  apply  not  only  to  deliveries  to  other 
persons,  including  afiBliates  and  subsidi¬ 
aries,  but  also  deliveries  from  one  branch, 
division  or  section  of  a  single  enterprise 
to  another  branch,  division  or  section  of 
the  same  or  any  other  enterprise  under 
common  ownership  or  control. 

(3)  Violations.  Any  person  who  wil¬ 
fully  violates  any  provision  of  this  order 
or  who  wilfully  furnishes  false  informa¬ 
tion  to  the  War  Production  Board  in  con¬ 
nection  with  this  order  is  guilty  of  a 
crime,  and  upon  conviction  may  be  pun¬ 
ished  by  fine  or  imprisonment.  In  addi¬ 
tion,  any  such  person  may  be  prohibited 
from  making  or  obtaining  further  deliv¬ 
eries  of,  or  from  processing  or  using,  ma¬ 
terial  under  priority  control  and  may  be 
deprived  of  priorities  assistance  by  the 
Director  General  for  Operations. 

(4)  Appeal.  Any  person  affected  by 
this  order  who  considers  that  compliance 
therewith  would  work  an  exceptional  and 
unreasonable  hardship  upon  him  or  that 
it  would  result  in  a  degree  of  unemploy¬ 
ment  which  would  be  unreasonably  dis¬ 
proportionate  compared  with  the  amount 
of  sperm  oil  conserved,  or  that  com¬ 
pliance  with  this  order  would  disrupt  or 
impair  a  program  of  conversion  from 
nondefense  to  defense  work,  may  appeal 
to  the  Director  General  for  Operations 
by  addressing  a  letter  in  triplicate  to 
the  War  Production  Board,  Chemicals 
Branch,  Washington,  D.  C.,  Ref:  M-40, 
setting  forth  the  pertinent  facts  and  the 
reasons  he  considers  that  he  is  entitled 
to  relief.  The  Director  General  for  Op¬ 
erations  may  thereupon  take  such  action 
as  he  deems  appropriate. 

(5)  Communications  to  War  Produc¬ 
tion  Board.  All  reports  required  to  be 
filed  hereunder,  and  all  communications 
concerning  this  order,  shall,  unless 
otherwise  directed,  be  addressed  to: 
War  Production  Board,  Chemicals 
Branch,  Washington,  D.  C.,  Ref:  M-40. 

(P.D.  Reg.  1,  as  amended,  6  P.R.  6680; 
W.PB.  Reg.  1,  7  F.R.  561;  E.O.  9024. 
7  F.R.  329;  E.O.  9040,  7  F.R.  527;  E.O. 
9125,  7  F.R.  2719;  sec.  2  (a).  Pub.  Law 
671,  7j5th  Cong.,  as  amended  by  Pub. 
Laws  89  and  507,  77th  Cong.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler. 

Director  General  for  Operations. 

[F.  R.  Doc.  42-10890:  Filed,  October  27,  1942; 

10:53  a.  m.] 
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Part  933 — Copper  .i, 

[Supplementary  Conservation  Order  M-O-o-4 
as  Amended  October  27,  1942] 

Section  933.15  Supplementary  Con~ 
servation  Order  M-9-C-4  is  hereby 
amended  so  as  to  read  as  follows: 

§  933.15  Supplementary  Conservation 
Order  M-9-C-4 — (a)  Definitions.  For 
the  purposes  of  this  order: 

(1)  “Copper”  means  unalloyed  copper 
metal.  It  shall  include  unalloyed  copper 
metal  produced  from  scrap. 

(2)  “Copper  base  alloy”  means  any 
alloy  metal  In  the  composition  of  which 
the  percentage  of  copper  metal  by  weight 
equals  or  exceeds  40%  of  the  total  weight 
of  the  alloy  metal.  It  shall  include  alloy 
metal  produced  from  scrap. 

(3)  “Copper  or  copper  base  alloy  pipe 
or  tubing”  means  any  pipe,  tube  or  tub¬ 
ing  into  which  there  has  been  incorpo¬ 
rated  any  copper  or  copper  base  alloy 
(except  as  plating  or  where  the  item  con¬ 
tains  less  than  5%  of  copper  or  copper 
base  alloy  by  weight). 

(4)  “Copper  or  copper  base  alloy  fit¬ 
tings”  means  any  fittings  (other  than  a 
valve)  for  plumbing  or  heating  use  or 
for  a  cooling  tower  or  water  tower  into 
which  there  has  been  incorporated  any 
copper  or  copper  base  alloy  (except  as 
plating  or  where  the  item  contains  less 
than  5%  of  copper  or  copper  base  alloy 
by  weight). 

(5)  “Copper  water  tubing”  means 
copper  tubing  type  “K”  and  any  other 
type  of  copper  tubing  lighter  in  gauge 
for  the  same  outside  diameter  than  type 
“K,”  if  such  tubing  has  been  put  to  any^ 
plumbing  or  heating  use. 

(6)  “Copper  or  copper  base  alloy 
building  material”  means  any  of  the  fol¬ 
lowing  items,  whether  fabricated  or  un- 
fabrlcated,  into  which  there  has  been  in¬ 
corporated  any  copper  or  copper  base 
alloy  (except  as  plating  or  where  the 
item  contains  less  than  5%  of  copper  or 
copper  base  alloy  by  weight) : 

Grilles. 

Gutters,  leaders,  downspouts,  expansion 
Joints  and  accessories  thereto. 

Mouldings. 

Nails,  screws,  nuts,  bolts  and  rivets. 
Ornamental  metal  work. 

Railings. 

Reglets. 

Roof,  roofing,  flashing  valleys  and  other 
roofing  items. 

Shear  rings. 

Sheet,  roll,  and  strip  for  building  construc¬ 
tion. 

Stair  and  threshold  treads. 

Strip  for  laying  linoleum. 

Tei-razzo  strips. 

Termite  shields. 

Tie  rods. 

Washers. 

Weatherstripping  and  insulation. 

Note:  For  copper  and  copper  base  alloy 
screening,  see  Conservation  Order  M-9-c 
(§  933.4)  as  amended  April  9,  1942  and  there¬ 
after. 

(7)  “Scrap  dealer”  means  any  person 
regularly  engaged  in  the  business  of  buy¬ 
ing  and  selling  scrap. 

(8)  “Scrap”  means  all  copper  or  cop¬ 
per  base  alloy  materials  or  objects  which 
are  the  waste  or  by-product  of  Industrial 
fabrication  or  which  have  been  discarded 


on  account  of  obsolescmce,  failure  or 
other  reason. 

(9)  “To  install  in  or  connect  to  a  struc¬ 
ture  or  system”  means  to  attach  or  build 
material  to  or  into  a  building  or  other 
structure  for  plumWng  or  heating  use, 
or  to  or  into  a  water  tower,  water  supply 
or  water  distribution  system  or  installa¬ 
tion;  but  does  not  mean  to  attach  or  build 
material  to  or  into  a  machine  such  as  a 
heater,  refrigerator  or  other  device  (ex¬ 
cept  a  cooling  tower  or  water  tower) 
which  itself  has  been  or  may  be  attached 
to  or  built  into  the  structure  or  to  or 
into  an  industrial  processing  system. 

(b)  Restrictions  on  installation.  Not¬ 
withstanding  any  contract  or  agreement 
to  the  contrary  or  the  receipt  of  any  pref¬ 
erence  rating  other  than  one  described  in 
paragraph  (b)  (4)  hereof,  on  and  after 
October  27,  1942,  no  person  shall  install 
in  or  connect  to  a  structure  or  system  (as 
such  operations  are  defined  in  paragraph 
(a)  (9)  of  this  order)  any  copper  or  cop¬ 
per  base  alloy  pipe,  tubing,  fittings  or 
building  material,  except  that: 

(1)  Any  person  may  install  in  or  con¬ 
nect  to  a  structure  or  system  any  cop¬ 
per  or  copper  base  alloy  pipe,  tubing  or 
building  material  in  an  aggregate  amount 
not  in  excess  of  25  pounds  for  each  neces¬ 
sary  repair  of  a  structure  or  system,  pro¬ 
vided  that  such  pipe,  tubing  or  building 
material  is  used  to  repair  or  replace  cop¬ 
per  or  copper  base  alloy  pipe,  tubing  or 
building  material  and  provided  that  such 
pipe,  tubing  or  building  material  was,  on 
or  before  October  26, 1942,  in  the  posses¬ 
sion  of  the  person  owning  the  structure 
or  system;  and 

(2)  Any  person  may  connect  for  pur¬ 
poses  of  repair  and  maintenance  copper 
or  copper  base  alloy  fittings  to  copper 
water  tubing  (as  such  tubing  is  defined  in 
paragraph  (a)  (5)  of  this  order)  already 
installed;  and  any  person  may  connect  for 
any  purpose  copper  or  copper  base  alloy 
fittings  to  a  water  supply  or  distribution 
system  outside  of  a  building;  and 

(3)  Any  person  may  install  in  or  con¬ 
nect  to  a  structure  or  system  any  copper 
or  copper  base  alloy  pipe,  tubing,  fittings 
or  building  material  purchased  by  or  for 
the  account  of  the  Army  or  Navy  of  the 
United  States,  the  United  States  Mari¬ 
time  Commission,  the  War  Shipping  Ad¬ 
ministration,  the  Coast  Guard  or  the 
Panama  Canal:  Provided,  however,  That 
nothing  in  this  order  shall  supersede  any 
applicable  instructions  to  any  officers  of 
the  foregoing,  including  without  limita¬ 
tion  the  directive  for  War  Time  Construc¬ 
tion  dated  May  20,  1942,  issued  by  the 
Chairman  of  the  War  Production  Board, 
the  Secretary  of  War  and  the  Secretary 
of  the  Navy  or  of  the  List  of  Prohibited 
Items  for  Construction  Work  dated  April 
1,  1942,  issued  by  the  Army  and  Navy 
Munition.':  Board,  as  amended  from  time 
to  time;  and 

(4)  Any  person  may  install  in  or  con¬ 
nect  to  a  structure  or  system  any  copper 
or  copper  base  alloy  pipe,  tubing,  fittings 
or  building  material  (i)  upon  the  written 
authorization  of  the  Director  General  for 
Operations  given  under  this  order  au¬ 
thorizing  the  specific  Installation,  or  (ii) 
pursuant  to  a  specific  authorization,  or 
preference  rating  certificate  or  order  con¬ 


stituting  authorization,  to  begin  con¬ 
struction  pursuant  to  the  provisions  of 
Conservation  Order  L-41,  as  amended 
from  time  to  time.  Applications  for  au¬ 
thorization  under  this  order  may  be  made 
by  letter  setting  forth  the  reasons  why 
the  person  believes  such  material  should 
be  installed  in  or  connected  to  a  build¬ 
ing. 

(c)  Restrictions  on  delivery.  Notwith¬ 
standing  any  contract  or  agreement  to 
the  contrary  or  the  receipt  of  any  pref¬ 
erence  rating  other  than  one  described 
in  paragraph  (c)  (3)  hereof,  on  and  after 
October  27,  1942,  no  person  shall  deliver, 
sell  or  otherwise  dispose  of  any  copper  or 
copper  base  alloy  pipe,  tubing,  fittings  or 
building  material  for  the  purpose  of  in¬ 
stalling  them  in  or  connecting  them  to  a 
structure  or  system  (as  such  operations 
are  defined  in  paragraph  (a)  (9)  of  this 
order)  otherwise  than  as  permitted  by 
subparagraphs  (b)  (2),  (3)  and  (4)  of 
this  order;  and  no  person  shall  accept  de¬ 
livery  or  a  transfer  of  such  pipe,  tubing, 
fittings  or  building  material  or  purchase 
such  pipe,  tubing,  fittings  or  building  ma¬ 
terial  unless  the  person  making  the  de¬ 
livery,  sale  or  other  disposition  was  per¬ 
mitted  to  do  so.  The  foregoing  shall  not 
prevent: 

(1)  Delivery,  sale  or  disposal  to,  or  ac¬ 
ceptance  of  delivery  or  transfer  by  or 
purchase  by,  a  scrap  dealer  or  a  brass 
mill;  or 

(2)  Delivery,  sale  or  disposal  to,  or  ac¬ 
ceptance  of  delivery  or  transfer  by  or 
purchase  by.  Defense  Supplies  Corpora¬ 
tion,  Metals  Reserve  Company  or  any 
other  corporation  organized  under  sec¬ 
tion  5  (d)  of  the  Reconstruction  Finance 
Act  as  amended  (except  Defense  Plant 
Corporation)  or  any  person  acting  as 
agent  for  any  such  corporation  (except 
Defense  Plant  Corporation) ;  or 

(3)  Delivery,  sale  or  disposal  to,  or  ac¬ 
ceptance  of  delivery  or  transfer  by  or 
purchase  by,  any  person  of  any  copper  or 
copper  base  alloy  pipe,  tubing,  fittings  or 
building  material  (i)  upon  the  written 
authorization  of  the  Director  General  for 
Operations  given  under  this  order  au¬ 
thorizing  the  specific  delivery,  sale  or  dis¬ 
posal,  or  (ii)  pursuant  to  a  specific'  au¬ 
thorization,  or  preference  rating  certif¬ 
icate  or  order  constituting  authoriza¬ 
tion,  to  the  person  accepting  delivery  or 
transfer  or  making  the  purchase,  to  begin 
construction  pursuant  to  the  provisions 
of  Conservation  Order  L-41  as  amended 
from  time  to  time.  Applications  for  au¬ 
thorization  under  this  order  may  be  made 
by  the  person  seeking  to  make  delivery, 
sale  or  disposal,  by  letter  setting  forth 
the  reasons  why  the  person  believes  such 
material  should  be  delivered,  sold  or  oth¬ 
erwise  disposed  of. 

(d)  Communications  to  the  War  Pro¬ 
duction  Board.  All  requests  for  author¬ 
izations  and  communications  referring  to 
this  order,  shall,  unless  otherwise  direct¬ 
ed,  be  addressed  to:  War  Production 
Board,  Copper  Branch,  Washington, 
D.  C.,  Ref:  M-9-C-4. 

(e)  Violations.  Any  person  who  wil¬ 
fully  violates  any  provision  of  this  order 
or  who,  in  connection  with  this  order, 
wilfully  conceals  a  material  fact  or  fur¬ 
nishes  false  information  to  any  depart- 
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ment  or  agency  of  the  United  States  is 
guilty  of  a  crime,  and,  upon  conviction, 
may  be  punished  by  fine  or  imprison¬ 
ment.  In  addition,  any  such  person  may 
be  prohibited  from  making  or  obtaining 
further  deliveries  of  or  from  processing 
or  using  material  under  priority  control 
and  may  be  deprived  of  priorities  as¬ 
sistance. 

(P.D.  Reg.  1,  as  amended,  6  P.R.  6680; 
W.P.B.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
F.R.  329;  E.O.  9040,  7  F.R.  527;  E.O.  9125, 
7  F.R.  2719;  sec.  2  (a) ,  Pub.  Law  671,  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 
Director  General  for  Operations. 

IP.  R.  Doc.  42-10889;  Filed,  October  21,  1942; 
10:53  a.  m.] 


Part  1053 — Fats  and  Oils 

[General  Preference  Order  M-71,  as  Amended 
September  22,  1942,  Amendment  1] 

Section  1053.1  General  Preference 
Order  M  71,  as  amended  September  22, 
19i2>^  is  hereby  amended  in  the  following 
respects: 

1.  By  adding  a  new  paragraph  (a)  (6) 
reading  as  follows: 

(6)  “Implements  of  war”  means  com¬ 
bat  end-products,  complete  for  tactical 
operations  (including,  but  not  limited  to, 
aircraft,  ammunition,  armaments,  weap¬ 
ons,  merchant  and  naval  ships,  tanks 
and  vehicles)  and  any  parts,  assemblies, 
and  material  to  be  incorporated  in  any  of 
the  foregoing  items.  This  term  does  not 
include  facilities  or  equipment  used  to 
manufacture  the  foregoing  items. 

2.  By  amending  subdivision  (ii)  of 
paragraph  (b)  (6)  to  read: 

(ii)  The  use  of  fats  and  oils  in  the 
manufacture  of  any  edible  product  deliv¬ 
ered  or  to  be  delivered  to  the  Army  or 
Navy  of  the  United  States,  or  delivered 
or  to  be  delivered  pursuant  to  the  Act  of 
March  11,  1941,  entitled  “An  act  to  pro¬ 
mote  the  defense  of  the  United  States” 
(Lend-Lease  Act),  or  the  processing  of 
fats  and  oils  for  delivery  to  another  man¬ 
ufacturer  for  use  in  the  manufacture  of 
any  such  edible  product:  Provided,  how¬ 
ever,  That  this  paragraph  shall  not 
exempt  the  use  of  fats  and  oils  by  any 
person  other  than  the  person  having  the 
prime  contract  with  the  Army  or  Navy 
or  with  the  administrator  of  such  Lend- 
Lease  Act,  unless  the  Quartermaster 
General  of  the  Army  or  the  Chief  of  the 
Bureau  of  Supplies  and  Accounts  of  the 
Navy,  or  the  administrator  of  the  Agri¬ 
cultural  Marketing  Administration  (as 
the  procurement  agency  for  the  adminis¬ 
trator  of  such  Lend-Lease  Act),  or  the 
duly  authorized  representative  of  any  of 
them,  shall  have  issued  to  the  manufac¬ 
turer  (whether  prime  contractor  or  sub¬ 
contractor)  who  uses  the  fat  or  oil  in  the 
manufacture  of  the  edible  product  con¬ 
tracted  for,  a  certificate  setting  forth 
that  such  product  is  for  direct  Army  or 
Navy  issue  or  for  delivery  pursuant  to 


‘7  P  R.  7485. 


such  Lend-Lease  Act  and  that  the  manu¬ 
facture  of  such  product  will  require  a 
stated  quantity  of  fats  or  oils,  and  desig¬ 
nating  the  supplier  or  suppliers  of  such 
fats  or  oils  to  be  exempted  under  the 
terms  of  this  paragraph  of  this  order. 

3.  By  amending  subdivision  (iii)  of 
paragraph  (b)  (6)  to  read: 

(iii)  The  use  of  fats  and  oils  in  the 
manufacture  of  soap,  including  soap 
made  from  foots  derived  from  domestic 
vegetable  oils  or  their  fatty  acids,  where 
such  soap  is  delivered  to  the  Army  or 
Navy  of  the  United  States  by  the  manu¬ 
facturer  or  is  delivered  by  such  manu¬ 
facturer,  as  a  prime  contractor,  pursuant 
to  such  Lend-Lease  Act. 

4.  By  adding  a  new  subdivision  (iv) 
to  paragraph  (b)  (6)  reading: 

(iv)  The  use  of  fats  and  oils  in  the 
manufacture,  preparation  or  finishing  of 
implements  of  war. 

5.  By  amending  paragraph  (b)  (7)  to 
read: 

(7)  For  the  purposes  of  determining  a 
manufacturer’s  permissible  use  or  con¬ 
sumption  under  paragraphs  (b)  (1)  and 
(b)  (2)  hereof,  there  shall  be  excluded 
from  the  period  or  quarter  during  which 
use  or  consumption  is  hereby  limited, 
any  fat  or  oil  used  in  the  manufacture 
of  the  products  referred  to  in  subdivi¬ 
sions  (ii),  (iii)  and  (iv)  of  paragraph 
(b)  (6)  hereof,  and  there  shall  be  ex¬ 
cluded  from  the  base  period  any  fat  or 
oil  used  by  such  manufacturer  in  such 
base  period  in  the  manufacture  of  any 
edible  product  or  soap  delivered  by  him 
to  the  Army  or  Navy  of  the  United  States 
or  delivered  by  him,  as  a  prime  contrac¬ 
tor,  pursuant  to  such  Lend-Lease  Act, 
and  there  also  shall  be  excluded  from 
such  base  period  any  fat  or  oil  used  in 
the  manufacture,  preparation  or  finish¬ 
ing  of  implements  of  war. 

6.  By  amending  subdivisions  (i)  and 
(ii)  of  paragraph  (c)  (1)  by  striking  out 
the  figure  “80%”  which  appears  in  each 
of  said  subparagraphs  and  substituting 
therefor  “70%”. 

7.  By  adding  a  new  paragraph  (c)  (3) 
reading: 

(3)  This  order  shall  not  restrict  the 
delivery  by  any  person  of  linseed  oil  to 
the  Army  or  Navy  of  the  United  States 
or  pursuant  to  such  Lend-Lease  Act,  and 
any  amount  so  delivered  by  him  shall  be 
excluded  both  from  the  base  period  on 
which  his  quota  is  based  and  from  the 
period  or  quarter  during  which  future 
deliveries  are  hereby  limited. 

8.  Schedule  A  annexed  to  said  order  is 
amended  to  read: 

Permitted 

Class  of  use  Percentage 

Manufacture  of  margarine _ 110 

Manufacture  of  other  edible  finished 
products.  Including  shortening,  may¬ 
onnaise  and  salad  dressing _  88 

Manufacture  of  soap,  exclusive  of  soap 
made  from  domestic  vegetable  oil 

foots  or  their  fatty  acids _  88 

Manufacture  of  soap  from  foots  made 
from  domestic  vegetable  oils  or  their 

fatty  acids _ 150 

Manufacture  of  paints,  varnishes,  lac¬ 
quers  and  all  other  protective  coat¬ 
ings . 70 


Permitted 

Claes  of  use  Percentage 

Manufacture  of  linoleum,  oilcloth,  and 
oil  or  oleo-reslnous  coated  fabrics  and 

pyroxylin  coated  fabrics -  70 

Manufacture  of  printing  Inks,  Including 
lithographing,  offset,  silk  screen  and 
other  processing  Inks -  90 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680; 

W.P.B.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
F.R.  329;  EO.  9040,  7  F.R.  527;  E.O.  9125, 
7  F.R.  2719;  sec.  2  (a) ,  Pub.  Law  671,  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 
Director  General  for  Operations. 

[P.  R.  Doc.  42-10891;  Piled,  October  27,  1942; 
10:53  a.  m.] 


Part  1085 — Maintenance  and  Operation 
OF  Plants  Canning  or  Processing 
Fruits,  Vegetables,  or  Fish 

[Preference  Rating  Order  P-115,  as  Amended 
October  27,  1942) 

Part  1085  (formerly  entitled  “Mainte¬ 
nance  and  Expansion  of  Plants  Canning 
Fruits  and  Vegetables”)  is  hereby 
amended  to  read  “Part  1085,  Mainte¬ 
nance  and  Operation  of  Plants  Canning 
or  Processing  Fruits,  Vegetables  or  Fish,” 
and  Preference  Rating  Order  P-115 
(§  1085.1)  is  hereby  amended  to  read  as 
follows: 

§  1085.1  Preference  Rating  Order  P- 
115 — (a)  Definitions.  For  the  purposes 
of  this  order: 

*  (1)  “Producer”  means  any  person  lo¬ 
cated  in  the  United  States,  its  territories 
and  possessions,  engaged  in  the  business 
of  canning  or  otherwise  processing  fruits, 
vegetables,  or  fish,  or  any  person,  located 
in  the  Dominion  of  Canada,  to  whom 
and  in  whose  name  a  copy  of  this  order 
is  specifically  issued. 

(2)  “Canning”  means  the  preparation 
of  fruits,  vegetables,  or  fish  for  market 
by  packing  such  fruits,  vegetables,  or 
fish  (either  alone  or  in  combination  with 
other  commodities)  in  hermetically 
sealed  containers  and  sterilizing  by  the 
use  of  heat  and  includes  all  operations 
required  for  or  usually  incidental  to  such 
preparation. 

(3)  “Processing”  means  the  primary 
preparation  of  fruits,  vegetables,  or  fish 
for  market  by  freezing,  dehydration,  and 
fresh  packing  in  a  processing  plant. 

(4)  “Material”  means  any  commodity, 
equipment,  accessory,  part,  assembly,  or 
product  of  any  kind,  used  in  the  canning 
or  processing  of  fruits,  vegetables  or  fish, 
but  does  not  include  any  planting  or 
harvesting  equipment,  fishing  vessels,  or 
fishing  equipment,  or  equipment  used  in 
the  transportation  of  food  products 
from  the  producer’s  plant. 

(5)  “Maintenance”  means  minimum 
upkeep  necessary  to  enable  the  pro¬ 
ducer’s  existing  plant  and  equipment  to 
be  used  at  its  maximum  rate  of  opera¬ 
tion  permissible  under  Conservation 
Order  M-81  (To  Conserve  the  Supply 
and  Direct  the  Distribution  of  Tin  Plate 
and  Terne  Plate)  and  other  like  orders. 

(6)  “Repair”  means  restoration  of  a 
producer’s  machinery,  plant  or  equip- 
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merit  to  sound  working  condition  after 
physical  depreciation,  wear  and  tear, 
damage,  destruction  of  parts  or  the  like 
have  impaired  its  fitness  for  service  but 
not  to  an  extent  involving  major  recon¬ 
struction. 

(7)  “Material  required  for  operation” 
means  operating  supplies  including  strap¬ 
ping  and  stitching  wire  but  not  including 
metal  containers  and  cjosures,  fuel,  and 
ofiBce  supplies. 

(8)  “Replacement”  means  substitution 
of  new  machinery  or  equipment  for  exist¬ 
ing  machinery  or  equipment,  when  not 
constituting  repair. 

(9)  “Material  required  for  more  effi¬ 
cient  operation”  means  material  neces¬ 
sary  for  the  most  effective  use  of  ma¬ 
chinery  in  existing  production  lines,  and 
material  required  to  adapt  such  lines 
to  the  requirements  of  Order  M-81,  as 
amended  from  time  to  time,  and  other 
orders  restricting  permitted  uses  of  con¬ 
tainers  and  closures. 

(10)  “Supplier”  means  any  person  with 
whom  a  contract  or  purchase  order  has 
been  placed  for  delivery  of  material  to  a 
producer  or  to  another  supplier. 

(11)  “Pish”  includes  shellfish. 

(b)  Assignment  of  preference  ratings. 
Preference  ratings  are  hereby  assigned, 
subject  to  the  restrictions  and  conditions 
of  paragraphs  (c)  and  (d)  hereof: 

(1)  AA-2X  to  deliveries,  to  a  producer, 
of  material  directly  required  for  emer¬ 
gency  maintenance  or  repair,  to  avert 
spoilage  of  fruit,  vegetables  or  fish  be¬ 
cause  of  an  actual  breakdown  or  suspen¬ 
sion  of  a  producer’s  operations. 

(2)  AA-5  to  deliveries,  to  a  producer, 
of  material  required  for  repair,  mainte¬ 
nance  or  operation. 

(3)  AA-3  to  deliveries,  to  a  producer,  of 
material  required  for  replacement,  or  for 
more  efficient  operation,  excluding,  how¬ 
ever,  any  deliveries: 

(i)  For  the  construction  of  new  build¬ 
ings,  or  the  establishment  of  new  plants. 

(11)  For  the  establishment  of  new  pro¬ 
duction  lines. 

(iii)  For  any  other  purpose  that,  in  the 
opinion  of  the  Director  General  for  Oper¬ 
ations  at  the  time  application  is  made,  as 
provided  in  paragraph  (d)  (3)  below,  is 
not  in  the  public  interest,  does  not  pro¬ 
mote  the  national  defense,  or  is  in  con¬ 
flict  with  the  policy  of  Conservation 
Order  M-81  (To  Conserve  the  Supply  and 
Direct  the  Distribution  of  Tin  Plate  and 
Terne  Plate)  or  other  like  orders. 

(c)  Restrictions  on  application  of  rat¬ 
ings  by  producer.  (1)  The  producer 
shall  not  apply  any  preference  rating 
assigned  by  (b)  (1)  above  to  deliveries 
of  materiEil  to  replace  other  material 
withdrawn  from  his  inventory  of  stores 
for  maintenance,  repair  or  operation. 

(2)  The  producer  shall  not  apply  any 
preference  rating  assigned  by  (b)  (2) 
above,  if,  in  view  of  the  current  rate  of 
consumption  of  his  Inventory  of  stores 
for  repair  and  maintenance  or  operation, 
the  delivery  of  the  material  to  be  rated 
Would  Increase  his  inventory  or  stores 
above  the  minimum  permitted  or  pro¬ 
vided  In  paragraph  (e)  below. 

(3)  The  producer  shall  not  apply  any 
preference  rating  hereunder  unless  the 
material  to  be  delivered  cannot  be  se¬ 


cured  when  required  without  such  rat¬ 
ing. 

(4)  The  producer  may  apply  the  rat¬ 
ing  only  to  those  quantities  and  kinds 
of  materials  necessary  to  enable  him  to 
maintain  his  canning  or  processing 
schedules  up  to  the  end  of  the  calendar 
year  1943. 

(d)  Application  of  preference  rating. 
(DA  producer  or  any  supplier,  in  order 
to  apply  or  extend  the  preference  ratings 
assigned  hereunder  shall  comply  with 
Priorities  Regulation  No.  3,  as  it  may  be 
amended  from  time  to  time. 

(2)  If  preference  rating  AA-2X  is  ap¬ 
plied,  for  emergency  maintenance  '  or 
repair,  the  producer  must,  immediately 
upon  placing  his  order  for  such  material, 
telegraph  to  the  War  Production  Board 
the  following  with  respect  to  such  order: 

(i)  The  name  and  address  of  the 
supplier; 

(li)  Brief  statement  of  what  necessi¬ 
tated  application  of  rating  for  emer¬ 
gency  maintenance  and  repair; 

(iii)  A  specific  description  of  the  ma¬ 
terial  included  in  the  order,  and 

(Iv)  The  Invoice  cost  of  each  item  of 
such  material. 

(3)  If  the  material  is  required  for 
replacement  or  more  efficient  operation, 
the  producer  shall  not  apply  preference 
rating  AA-3,  imless  he  shall  have  com¬ 
municated  with  the  War  Production 
Board,  describing  the  material  needed 
and  the  nature  of  the  proposed  replace¬ 
ment  or  addition,  and  shall  have  re¬ 
ceived  from  the  Director  General  for 
Operations  a  specific  authorization  to 
apply  such  rating,  notwithstanding  the 
fact  that  he  may  have  previously  been 
authorized  to  apply  a  rating  of  A-3,  or 
A-l-c.  Such  application  for  authoriza¬ 
tion  may  be  made  by  a  written  state¬ 
ment  on  Form  PD-285  or,  in  any  emer¬ 
gency,  by  telegram  giving  substantially 
the  information  called  for  by  said  Form 
PD-285. 

(e)  Inventory  provisions.  A  producer 
shall  not  accept  deliveries  (whether  rated 
hereunder  or  not)  of  material  for  repair 
and  maintenance  or  operation  which  will 
Increase  the  inventory  or  stores  available 
to  the  producer  for  such  purposes  to  an 
amount  greater  than  the  minimum  nec¬ 
essary  for  repair  and  maintenance  and  to 
sustain  the  current  level  of  operations  of 
the  producer,  and  the  ratio  of  such  in¬ 
ventory  ond  stores  to  current  operations 
shall  In  no  event  exceed  the  ratio  of  aver¬ 
age  inventory  to  average  operation  for 
the  years  1938, 1939,  and  1940. 

(f)  Records.  In  addition  to  the  rec¬ 
ords  required  to  be  kept  under  Priorities 
Regulation  No.  1,  a  producer,  and  each 
supplier  placing  or  receiving  any  pur¬ 
chase  order  or  contract  rated  hereunder, 
shall  each  retain,  for  a  period  of  two 
years,  for  inspection  by  representatives  of 
the  War  Production  Board,  endorsed 
copies  of  all  such  purchase  orders  or  con¬ 
tracts,  whether  accepted  or  rejected  seg¬ 
regated  from  all  other  purchase  orders 
or  contracts  or  filed  in  such  a  manner  that 
they  can  be  readily  segregated  for  such 
inspection. 

(g)  Reports.  Each  producer  who  ap¬ 
plies  a  preference  rating  hereunder  shall 
file  such  reports  as  may  be  required  from 


time  to  time  by  the  War  Production 
Board;  and  until  further  notice  any  pro¬ 
ducer  who  applies  a  preference  rating 
hereunder  for  “emergency  maintenance 
or  repair”,  or  for  “repair,  maintenance  or 
operation”  shall  file  with  the  War  Pro¬ 
duction  Board  on  or  before  the  10th  day 
of  each  month  copies  of  all  purchase 
orders  on  which  such  ratings  have  been 
applied  during  the  previous  month. 

(h)  Communications  to  War  Produc¬ 
tion  Board.  All  reports  required  to  be 
flJed  hereunder,  and  all  communications 
concerning  this  order,  shall,  unless  other¬ 
wise  directed,  be  addressed  to:  War  Pro¬ 
duction  Board,  Food  Branch,  Washing¬ 
ton,  D.  C.  Ref.:  P-115. 

(i)  Violations.  Any  person  who  wil¬ 
fully  violates  any  provision  of  this  order, 
or  who,  in  connection  with  this  order,  wil¬ 
fully  conceals  a  material  fact  or  furnishes 
false  information  to  any  department  or 
agency  of  the  United  States  is  guilty  of  a 
crime,  and  upon  conviction  may  be  pun¬ 
ished  by  fine  or  imprisonment.  In  addi¬ 
tion,  any  such  person  may  be  prohibited 
from  making  or  obtaining  further  de¬ 
liveries  of,  or  from  processing  or  using, 
material  under  priority  control  and  may 
be  deprived  of  priorities  assistance, 

(j)  Revocation  or  amendment.  This 
order  may  be  revoked  or  amended  at  any 
time  as  to  any  producer  or  any  supplier. 
In  the  event  of  revocation,  deliveries  al¬ 
ready  rated  pursuant  to  this  order  shall 
be  completed  in  accordance  with  said  rat¬ 
ing,  unless  the  rating  has  been  specifically 
revoked  with  respect  thereto.  No  addi¬ 
tional  applications  of  the  rating  to  any 
other  deliveries  shall  thereafter  be  made 
by  the  producer  or  supplier  affected  by 
such  revocation. 

(k)  Applicability  of  priorities  regula¬ 
tions.  This  order  and  all  transactions 
affected  thereby  are  subject  to  all  appli¬ 
cable  provisions  of  the  priorities  regula¬ 
tions  of  the  War  Production  Board,  as 
amended  from  time  to  time. 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680; 
WPB.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
P.R.  329;  E.O.  9040,  7  F.R.  527;  E.O.  9125, 
7  F.R.  2719;  sec.  2  (a) ,  Pub.  Law  671,  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 

Director  General  For  Operations. 

[P.  R.  Doc.  42-10892;  Piled.  October  27,  1942; 

10:53  a.  m.] 


Part  3C49 — Softwood  Lumber 
[Conservation  Order  M-208,  Amendment  51 

Section  3049.1  Conservation  Order 
M~208  ^  is  amended  in  the  following  re¬ 
spects: 

1.  Paragraph  (a)  (1)  is  amended  to 
read  as  follows: 

(1)  “Softwood  lumber”  means  any 
sawed  lumber  (except  shingles  or  lath) 
of  any  size  or  grade,  whether  rough, 
dressed  on  one  or  more  sides  or  edges, 
dressed  and  matched,  shiplapped,  worked 
to  pattern,  or  grooved  for  splines,  of  any 

»  7  Pit.  6637,  7202,  7901,  8424,  8474. 
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species  cf  softwood,  but  not  including  ply¬ 
wood,  veneer  or  used  lumber;  provided, 
that  “softwood  lumber"  shall  not  in¬ 
clude  Douglas  hr  lumber  sold,  shipped  or 
delivered  by  producers  in  accordance  with 
the  provisions  of  Limitation  Order  L-218. 

2.  Subdivisions  (i),  (ii),  and  (iii) 
of  paragraph  (f)  (1)  are  amended  to 
read  as  follows: 

(i)  Southern  pine  or  western  larch  sold 
as  meeting  specifications  of  1800  or  2000 
lbs.  fiber  stiess  per  square  inch,  or  1300  or 
1450  lbs.  compression  stress,  except  on 
Class  1  orders; 

(ii)  Southern  pine,  cypress  or  western 
larch  sold  as  meeting  specifications  of 
1400  or  1600  lbs.  fiber  stress  per  square 
inch,  or  1100  or  1200  lbs.  compression 
stress,  except  on  Class  1  or  Class  2  orders; 

(iii)  West  Coast  hemlock,  noble  fir  or 
Sitka  spruce,  of  grades  No.  1,  No.  2,  or  any 
higher  common  grade,  except  on  Class  1, 
Class  2  or  Class  3  orders. 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680; 
W.P.B.  Reg.  1,7  F.R.  561;  E.O.  9024,  7  F.R. 
329;  E.O.  9040,  7  F.R.  527;  E.O.  9125,  7 
F.R.  2719;  sec.  2  (a).  Pub  Law  671,  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Ceng.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 

Director  General  for  Operations. 

[F.  R.  Doc.  42-10893:  Filed,  October  27,  1942; 

10:53  a.  m.] 


Chapter  XI — Office  of  Price  Administration 
Part  1405— Ferro-Alloys 

[MPR  248] 

MANGANESE  ORES  ' 

In  the  judgment  of  the  Price  Adminis¬ 
trator  it  is  necessary  and  proper  to  estab¬ 
lish  maximum  prices  for  sales  of  man¬ 
ganese  ores  by  a  specific  maximum  price 
regulation.  The  Price  Administrator  has 
ascertained  and  given  due  consideration 
to  the  prices  of  manganese  ores  prevail¬ 
ing  between  October  1  and  October  15, 
1941,  and  has  made  adjustments  for  such 
relevant  factors  as  he  has  determined  and 
deemed  to  be  of  general  applicability. 
So  far  as  practicable,  the  Price  Adminis¬ 
trator  has  advised  and  consulted  with 
representative  members  of  the  industries 
which  will  be  affected  by  this  regulation. 

In  the  judgment  of  the  Price  Adminis¬ 
trator  the  maximum  prices  established  by 
this  regulation  are  and  will  be  generally 
fair  and  equitable  and  will  effectuate  the 
purposes  of  the  Emergency  Price  Control 
Act  of  1942.  A  statement  of  the  consid¬ 
erations  involved  in  the  issuance  of  this 
regulation  has  been  prepared,  issued 
simultaneously  herewith,  and  has  been 
filed  With  the  Division  of  the  Federal  Reg¬ 
ister.* 

Therefore,  under  the  authority  vested 
In  the  Price  Administrator  by  the  Emer¬ 
gency  Price  Control  Act  of  1942,  as 

*Copies  may  be  obtained  from  the  Office 
of  Price  Administration. 


amended,  and  Executive  Order  No.  9250, 
and  In  accordance  with  Procedural  Reg¬ 
ulation  No.  1,  Issued  by  the  Office  of  Price 
Administration,  Maximum  Price  Regula¬ 
tion  No.  248  Is  hereby  issued. 

Sec. 

1405. 51  Prohibition  against  dealing  in  man¬ 

ganese  ores  at  prices  above  the 
maximum. 

1405.52  Less  than  maximum  prices. 

1405.53  Export  sales. 

1405.54  Sales  or  deliveries  of  manganese  ores 

to  the  United  States  or  any  agency 
thereof. 

1405.55  Sales  of  manganese  ores  located 

without  the^  continental  United 
States. 

1405.56  Sales  or  deliveries  of  domestic  bat¬ 

tery  or  chemical  manganese  ores. 

1405.57  Adjustable  pricing. 

1405.58  Evasion. 

1405.59  Records  and  reports. 

1405.60  Enforcement. 

1405.61  Petitions  for  amendment. 

1405.62  Applicability  of  General  Maximum 

Price  Regulation. 

1405.63  Definitions. 

1405.64  Effective  date. 

1405.65  Appendix  A:  Maximum  prices  for 

metallurgical  manganese  ores. 

1405.66  Appendix  B:  Maximum  prices  for 

battery  and  chemical  manganese 
ores. 

Authority:  §|  1405.51  to  1405.66,  inclusive, 
issued  under  Pub.  Laws  421  and  729,  77tb 
Cong  ;  E.O.  9250,  7  F.R.  7871. 

§  1405.51  Prohibition  against  dealing 
in  manganese  ores  at  prices  above  the 
maximum.  On  and  after  November  9, 
1942,  regardless  of  any  contract,  agree¬ 
ment,  lease,  or  other  obligation,  no  per¬ 
son,  except  as  provided  in  §§  1405.54, 
1405.55,  and  1405.56,  shall  sell,  offer  to 
sell,  deliver  or  transfer  manganese  ores, 
and  no  person  in  the  course  of  trade  or 
business  shall  buy  or  receive  manganese 
ores,  at  prices  higher  than  the  maximum 
prices  set  forth  in  Appendices  A  and  B, 
hereof,  incorporated  herein  as  §§  1405.65 
and  1405.66;  and  no  person  shall  agree, 
offer,  solicit  or  attempt  to  do  any  of  the 
foregoing.  The  provisions  of  this  Max¬ 
imum  Price  Regulation  No.  248  shall  not 
apply  to  the  sale  or  delivery  of  man¬ 
ganese  ores  if  prior  to  November  9,  1942, 
such  ores  had  been  received  by  a  carrier, 
other  than  a  carrier  owned  or  controlled 
by  the  seller,  for  shipment  to  such  pur¬ 
chaser. 

§  1405.52  Less  than  maximum  prices. 
Lower  prices  than  those  set  forth  in  Ap¬ 
pendices  A  and  B  (§§  1405.65  and  1405.66) 
may  be  charged,  demanded,  paid  or 
offered. 

§  1405.53  Export  sales.  The  maxi¬ 
mum  price  at  which  any  person  may 
export  manganese  ores  shall  be  deter¬ 
mined  in  accordance  with  the  provisions 
of  the  Revised  Maximum  Export  Price 
Regulation,*  issued  by  the  Office  of  Price 
Administration. 

§  1405.54  Sales  or  deliveries  of  man¬ 
ganese  ores  to  the  United  States  or  any 
agency  thereof.  Neither  the  provisions 
of  this  Maximum  Price  Regulation  No. 
248,  other  than  §  1405.59,  nor  the  provi¬ 


sions  of  the  General  Maximum  Price 
Regulation  *  shall  apply  to  the  sale  or  de¬ 
livery  of  manganese  ores  to  the  United 
States  or  any  agency  thereof. 

§  1405.55  Sales  of  manganese  ores  lo¬ 
cated  without  the  continental  United 
States,  (a)  Neither  the  provisions  of 
this  Maximum  Price  Regulation  No.  248, 
other  than  §  1405.59,  nor  the  provisions 
of  the  General  Maximum  Price  Regula¬ 
tion  shall  apply  to  the  sale  or  delivery  of 
manganese  ores  which  are  located  at  a 
point  without  the  continental  United 
States  both  at  the  time  of  the  contract  of 
sale  and  the  vesting  of  title  to  the  ores 
in  the  buyer. 

(b)  The  Administrator  will  entertain 
no  petition  or  application  for  amend¬ 
ment,  adjustment,  exception  or  other  re¬ 
lief  from  the  maximum  prices  estab¬ 
lished  for  standard  ferromanganese  by 
Maximum  Price  Regulation  No.  138,*  or 
for  any  other  product  of  manganese  ores, 
to  the  extent  that  such  petition  or  ap¬ 
plication  is  based  directly  or  indirectly, 
on  delivered  costs  of  manganese  ores, 
purchased  by  the  petitioner  or  applicant 
pursuant  to  paragraph  (a)  of  this 
§  1405.55,  which  are  in  excess  of  what 
the  delivered  costs  would  have  been  if 
the  .  petitioner  or  applicant  had  pur¬ 
chased  ores  of  equivalent  grade  for  which 
maximum  prices  are  established  by  this 
Maximum  Price  Regulation  No.  248. 

§  1405.56  Sales  or  deliveries  of  domes¬ 
tic  battery  or  chemical  manganese  ores. 
Neither  the  provisions  of  this  Maximum 
Price  Regulation  No.  248,  other  than 
§  1405.59,  nor  the  provisions  of  the  Gen¬ 
eral  Maximum  Price  Regulation  shall 
apply  to  the  sale  or  delivery  of  domestic 
battery  or  chemical  manganese  ores. 

§  1405.57  Adjustable  pricing.  Any 
person  may  offer  or  agree  to  adjust  or  fix 
prices  to  or  at  prices  not  in  excess  of  the 
maximum  prices  in  effect  at  the  time  of 
delivery.  In  any  appropriate  situation 
where  a  petition  for  an  adjustment  or  ex¬ 
ception  requires  extended  consideration, 
the  Price  Administrator  may,  upon  ap¬ 
plication,  grant  permission  to  agree  to 
adjust  prices  upon  deliveries  made  dur¬ 
ing  the  pendency  of  the  petition  in  ac¬ 
cordance  with  the  disposition  of  the  peti¬ 
tion. 

§  1405.58  Evasion.  The  price  limita¬ 
tions  set  forth  in  this  Maximum  Price 
Regulation  No.  248  shall  not  be  evaded, 
whether  by  direct  or  indirect  methods,  in 
connection  with  any  offer,  solicitation, 
agreement,  sale,  delivery,  purchase,  or  re¬ 
ceipt,  of  or  relating  to  manganese  ores, 
alone  or  in  conjunction  with  any  other 
commodity  or  by  way  of  commission, 
service,  transportation,  or  other  charge, 
or  discount,  premium  or  other  privilege, 
or  by  tying-agreement  or  other  trade  un¬ 
derstanding,  or  otherwise. 

*7  F.R,  3153,  3330,  3666,  3990,  3991,  4339, 
4487,  4659,  4738,  5027,  5276,  5192,  5365,  5445, 
5484,  5565,  5775,  5783,  5784,  6058,  6081,  6216, 
6615,  6794,  6939,  7093,  6007,  7322,  7454,  7758, 
7913,  8431. 

•7  FH.  3212,  5646,  3448. 


»  7  F  Jl.  6059,  7242. 
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§  1405.59  Records  and  reports,  (a) 

On  and  after  November  9,  1942,  every 
person  making  a  purchase  or  sale  of 
manganese  ore  shall  keep  for  inspection 
by  the  Office  of  Price  Administration,  for 
so  long  as  the  Emergency  Price  Control 
Act  of  1942  remains  in  effect,  complete 
and  accurate  records  of  each  such  pur¬ 
chase  or  sale  showing  (1)  the  date  there¬ 
of,  (2)  th*e  names  and  addresses  of  the 
buyer  and  the  seller,  (3)  the  quantity, 
source  and  analysis  of  each  kind  or  grade 
of  ore  purchased  or  sold,  (4)  the  purpose 
for  which  such  ore  was  purchased,  (5) 
the  date  of  delivery  of  each  shipment, 
(6)  the  price  paid  or  received,  and  (7)  in 
case  of  a  purchase  of  ore  pursuant  to 
§  1405.55  the  delivered  cost  of  such  ore. 

(b)  Persons  affected  by  this  Maxi¬ 
mum  Price  Regulation  No.  248  shall  sub¬ 
mit  such  reports  to  the  Office  of  Price 
Administration  as  it  may  from  time  to 
time  require. 

§  1405.60  Enforcement,  (a)  Persons 
violating  any  provision  of  this  Maximum 
Price  Regulation  No.  248  are  subject  to 
the  criminal  penalties,  civil  enforcement 
actions,  and  suits  for  treble  damages 
provided  for  by  the  Emergency  Price 
Control  Act  of  1942. 

(b)  Persons  who  have  evidence  of  any 
violation  of  this  Maximum  Price  Regula¬ 
tion  No.  248  or  any  price  schedule,  regu¬ 
lation  or  order  issued  by  the  Office  of 
Price  Administration  or  of  any  acts  or 
practices  which  constitute  such  a  viola¬ 
tion  are  urged  to  communicate  with  the 
nearest  district,  state  or  regional  office  of 
the  Office  of  Price  Administration  or  its 
principal  office  in  Washington,  D.  C. 

§  1405.61  Petitions  for  amendment. 
Persons  seeking  any  modification  of  this 
Maximum  Price  Regulation  No.  248  or 
any  adjustment  or  exception  not  pro¬ 
vided  for  therein  may  file  petitions  for 
amendment  in  accordance  with  the  pro¬ 
visions  of  Procedural  Regulation  No.  1, 
issued  by  the  Office  of  Price  Administra¬ 
tion. 

§  1405.62  Applicability  of  General 
Maximum  Price  Regulation.  The  pro¬ 
visions  of  this  Maximum  Price  Regula¬ 
tion  No.  248  supersede  the  provisions  of 
the  General  Maximum  Price  Regulation 
with  respect  to  sales  and  deliveries  for 
which  maximum  prices  are  established 
by  this  Maximum  Price  Regulation  No. 
248.  Neither  shall  the  General  Maxi¬ 
mum  Price  Regulation  apply  to  those 
sales  or  deliveries  expressly  excluded 
therefrom  by  the  provisions  of  this  Maxi¬ 
mum  Price  Regulation  No.  248. 

§  1405.63  Definitions,  (a)  When  used 
in  this  Maximum  Price  Regulation  No. 
248,  the  term: 

(1)  “Person”  includes  an  individual, 
corporation,  partnership,  association,  or 
any  other  organized  group  of  persons,  or 
legal  successor  or  representative  of  any 
of  the  foregoing,  and  includes  the  United 
States  or  any  agency  thereof,  or  any 
other  government,  or  any  of  the  political 
subdivisions,  or  any  agency  of  any  of  the 
foregoing. 


'  (2)  “Manganese  ore”  means  any  met¬ 
allurgical,  battery  or  chemical  manga¬ 
nese  ore  as  defined  below. 

(3)  “Metallurgical  manganese  ore” 
means  any  mineral  substance  in  a  crude 
state  used  chiefly  as  a  source  of  manga¬ 
nese  in  the  production  of  ferro-alloys  or 
manganese  metal.  It  includes  such  ore 
even  though  it  has  been  concentrated  or 
beneficiated.  It  shall  not  include  any 
ore  which  contains  less  than  35%  metal¬ 
lic  manganese  by  weight,  nor  shall  it  in¬ 
clude  any  ore  which  is  sold  for  use  in  the 
dry  battery  or  chemical  industries  or  for 
resale  for  such  use. 

(4)  “Battery  manganese  ore”  means 
any  mineral  substance  in  a  crude  state 
which  is  sold  for  use  or  for  resale  for  use 
in  the  dry  battery  industry  as  a  source 
of  manganese  dioxide.  It  includes  such 
ore  even  though  it  has  been  concentrated, 
beneficiated,  or  sized. 

(5)  “Chemical  manganese  ore”  means 
any  mineral  substance  in  a  crude  state 
which  is  sold  for  use  or  for  resale  for  use 
in  the  chemical  industry  as  a  source  of 
manganese  or  any  compound  of  man¬ 
ganese.*  It  includes  such  ore  even  though 
it  has  been  concentrated,  beneficiated,  or 
sized. 

(6)  “Long  ton  unit”  means  one  one- 
hundredth  part  of  a  long  or  gross  ton  of 
2240  pounds. 

(7)  “Continental  United  States”  means 
the  48  states  of  the  United  States  and  the 
District  of  Columbia. 

(8)  “Domestic  battery  or  chemical 
manganese  ore”  means  any  battery  or 
chemical  manganese  ore  mined  within  the 
continental  United  States. 

(9)  “Import”  means  to  bring  into  the 
continental  United  States  from  any  place 
outside  the  continental  United  States. 

(10)  “Buyer’s  receiving  point”  means 
the  place  at  which  the  buyer  will  convert 
or  process  a  particular  lot  of  ore,  or  at 
which  he  will  stockpile  it  for  conversion, 
processing  or  resale  at  some  future  time. 

(11)  “Buyer’s  most  favorable  basing 
point”  means  that  one  of  the  basing 
points  listed  from  which  a  delivery  of 
the  particular  lot  of  manganese  ore  to 
the  buyer’s  receiving  point  would  sneld 
the  buyer  the  lowest  delivered  cost.  The 
delivered  costs  shall  be  computed  by 
adding  to  the  base  price  applicable  to 
the  particular  basing  point  the  rail 
freight  for  delivering  the  particular  lot 
of  ore  from  such  basing  point  to  the 
buyer’s  receiving  point. 

(12)  “Purchaser  of  the  same  class” 
refers  to  the  practice  adopted  by  the 
seller  in  setting  different  prices  for  sales 
to  different  purchasers  or  kinds  of  pur¬ 
chasers  or  for  purchasers  located  in  dif¬ 
ferent  areas  or  for  different  quantities  or 
under  different  conditions  of  sale. 

(b)  Unless  the  context  otherwise  re¬ 
quires,  the  definitions  set  forth  in  section 
302  of  the  Emergency  Price  Control  Act 
of  1942  shall  apply  to  other  terms  used 
in  this  Maximum  Price  Regulation 
No.  248. 

§  1405.64  Effective  date.  This  Max¬ 
imum  Price  Regulation  No.  248  (§§  1405.- 
51  to  1405.66,  inclusive)  shall  become  ef¬ 
fective  November  9,  1942. 


§  1405.65  Appendix  A:  Maximum 
prices  for  metallurgical  manganese  ores. 
(a)  The  maximum  prices  for  metallurgi¬ 
cal  manganese  ores  shall  be  determined 
by  using  the  following  base  prices  and 
base  analysis  with  the  premiums  and 
penalties  herein  prescribed: 

Base  Analysis  on  Dry  Basis 

Mang  inese — 48  % ; 

Iron — 6%: 

Silica  plus  alumina — 11%; 

Phosphorus — .18  % . 

Maximum  Base  Price  Per  Long  Ton  Unit  of 
Contained  Manganese,  Duty,  if  any.  Paid 

85v^  t.  o.  b.  railroad  cars  Mobile  or  New 
Orleans;  or 

90<  f.  o.  b.  railroad  cars  Norfolk,  Baltimore, 
Philadelphia,  or  New  York;  or 

96<t  t.  o.  b.  railroad  cars  Fontana,  California, 
Pueblo,  Colorado,  or  Provo,  Utah. 

Premiums 

Manganese  content  above  48%;  for  each 

1%. 

Iron  content  below  6%:  for  each  1%. 

Silica  plus  alumina  content  below  11%: 
nothing. 

Phosphorus  below  .18%:  nothing. 

Penalties 

Manganese  Content 

Below  48%:  H  for  each  1%  down  to  and 
including  44%. 

Below  44%:  4c,  plus  IVst^  for  each  1%  down 
to  and  including  40%. 

Below  40%:  10c,  plus  2c  for  each  1%  down 
to  and  including  35%. 

Iron  Content 

Above  6%:  It  for  each  1%  up  to  and  in¬ 
cluding  8%. 

Above  8%:  2c,  plus  for  each  1%. 

Silica  plus  alumina  content 
Above  11%:  It  for  each  1%  up  to  and  in¬ 
cluding  15%. 

Above  15%:  4t,  plus  %t  for  each  1%. 

Phosphorus  Content 

Above  .18%:  y-^t  for  each  .01%. 

The  above  premiums  and  penalties 
shall  be  applied  pro  rata  to  variations  of 
a  fraction  of  1%. 

The  basing  point  to  be  used  in  the  de¬ 
termination  of  the  maximum  price  for 
particular  lots  of  metallurgical  manga¬ 
nese  ore  shall  be  the  buyer’s  most  favor¬ 
able  basing  point.  If  metallurgical  ore 
is  sold  on  a  delivered  price  basis  and  the 
buyer’s  receiving  point  is  located  at  a 
place  elsewhere  than  the  buyer’s  most 
favorable  basing  point,  the  maximum  de¬ 
livered  price  shall  be  the  applicable  base 
price,  plus  rail  freight  from  such  basing 
point  to  the  buyer’s  receiving  point.  If, 
however,  ore  is  sold  f.  o.  b.  a  point  other 
than  the  buyer’s  most  favorable  basing 
point  or  the  buyer’s  receiving  point,  the 
maximum  price  shall  be  the  applicable 
base  price,  plus  rail  freight  from  the  buy¬ 
er’s  most  favorable  basing  point  to  the 
buyer’s  receiving  point,  minus  rail  freight 
from  the  f.  o.  b.  point  to  the  buyer’s  re¬ 
ceiving  point. 

(b)  Quantity  differential.  The  maxi¬ 
mum  prices  set  forth  in  paragraph  (a), 
above,  may  be  increased  by  10(*  per  long 
ton  unit  of  contained  manganese  if  the 
seller,  at  the  request  of  and  for  the  con¬ 
venience  of  the  buyer,  sells  and  delivers 
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metallurgical  manganese  ore  in  lots  of 
one  carload  or  less. 

(c)  Analysis.  In  any  case  where  the 
buyer  contracts  for  or  requests  settle¬ 
ment  for  a  particular  lot  of  metallurgical 
manganese  ore  on  the  basis  of  an  inde¬ 
pendent  analysis,  the  buyer  may  pay,  in 
addition  to  the  maximum  price  as  deter¬ 
mined  under  paragraphs  (a)  and  (b), 
above,  an  amount  equal  to  but  not  ex¬ 
ceeding  one-half  the  actual  expenses  of 
such  analysis  incurred  pursuant  to  such 
contract  or  request:  Provided,  That,  if 
the  buyer  pays  more  than  one-half  the 
cost  of  such  independent  analysis,  the 
maximum  price  shall  be  adjusted  down¬ 
ward  by  an  amount  equal  to  the  amount 
by  which  such  payment  exceeds  one-half 
the  actual  expenses  of  such  analysis. 

(d)  Credit.  The  maximum  prices  set 
forth  above  shall  not  be  increased  by  any 
charges  for  the  extension  of  credit. 

§  1405.66  Appendix  B:  Maximum 
prices  lor  battery  and  chemical  manga¬ 
nese  ores,  (a)  The  maximum  prices  for 
battery  and  chemical  manganese  ores, 
other  than  domestic  battery  and  chemi¬ 
cal  ores,  shall  be: 

(1)  The  highest  price  which  the  seller 
charged  for  such  kind  and  grade  of  ore 
delivered  by  him  to  a  purchaser  of  the 
same  class  during  March  1942;  or 

(2)  If  the  seller  did  not  deliver  such 
kind  and  grade  of  ore  to  a  purchaser  of 
the  same  class  during  March  1942,  the 
highest  price  quoted  in  the  seller’s  price 
list,  or,  if  he  had  no  price  list,  the  highest 
price  which  the  seller  regularly  quoted  in 
any  other  manner,  for  delivery  of  such 
kind  and  grade  of  ore  to  a  purchaser  of 
the  same  class  during  March  1942;  or 

(3)  If  the  maximum  price  for  such 
kind  and  grade  of  ore  cannot  be  deter¬ 
mined  under  the  foregoing  provisions  of 
this  paragraph  (a),  a  price  approved  by 
the  Administrator,  which  shall  be  in  line 
with  the  level  of  maximum  prices  estab¬ 
lished  by  subparagraphs  (1)  and  (2)  of 
this  paragraph  (a).  Pending  such  ap¬ 
proval  by  the  Administrator,  any  person 
may  sell  or  deliver,  and  any  person  may 
buy  or  receive,  such  ore  at  the  price  sub¬ 
mitted  for  approval.  If,  however,  the 
Administrator  disapproves  the  price  sub¬ 
mitted,  the  contract  price  shall  be  re¬ 
vised  downward  to  the  maximum  price 
which  the  Administrator  shall  approve, 
and,  if  any  payment  has  been  made  at  a 
price  higher  than  that  so  approved,  the 
seller  shall  refund  the  excess:  Provided, 
That  the  price  submitted  by  the  seller 
for  approval  shall  be  deemed  to  be  ap¬ 
proved  unless  the  Administrator  spe¬ 
cifically  disapproves  such  price  and  es¬ 
tablishes  an  approved  maximum  price 
within  20  days  from  the  date  on  which 
the  report  required  herein  is  received  by 
the  Office  of  Price  Administration,  or,  if 
further  information  is  requested  from 
the  seller  within  such  20-day  period,  then 
within  20  days  from  the  date  on  which 
all  such  information  is  received  by  the 
Office  of  Price  Administration. 

(4)  On  and  after  November  9,  1942, 
every  person  selling  ores  pursuant  to  the 
provisions  of  subparagraph  t3)  of  this 
paragraph  (a)  shall  report  every  such 


sale  to  the  Office  of  Price  Administration, 
Washington,  D.  C.  within  five  days  from 
the  date  thereof,  stating: 

(1)  The  name  and  address  of  the 
buyer; 

(ii)  The  source  and  analysis  of  the 
ore; 

(iii)  The  quantity  sold; 

(iv)  The  date  of  purchase  and  the  cost 
of  the  ore  to  the  seller; 

(v)  The  use  for  which  the  buyer  is 
purchasing;  and 

(vi)  The  price  submitted  for  approval. 

(5)  The  provisions  of  subparagraphs 

(3)  and  (4)  of  this  paragraph  (a)  shall 
not  apply  to  sales  of  any  kind  and  grade 
of  ore  at  a  price  previously  reported  to 
and  approved  by  the  Administrator,  for 
a  sale  of  such  kind  and  grade  of  ore  to  a 
purchaser  of  the  same  class,  in  accord¬ 
ance  with  the  provisions  of  subparagraphs 
(3)  and  (4),  above.  Whenever  the  price 
proposed  for  a  particular  kind  and  grade 
of  ore  has  been  so  approved,  the  price 
so  approved  shall  be  the  maximum  price 
at  which  such  person  may  thereafter  sell 
such  ore  to  a  purchaser  of  the  same  class. 
Nothing  contained  herein,  however,  shall 
be  construed  to  prevent  the  Administra¬ 
tor  from  adjusting  any  price  so  approved 
when  in  his  judgment  such  adjustment  is 
warranted.^  . 

(b)  Sales  of  imported  battery  or  chem¬ 
ical  manganese  ores.  (1)  Any  person 
may  sell  battery  or  chemical  manganese 
ores,  imported  after  March  31,  1942,  at 
prices  higher  than  the  maximum  prices 
for  such  ores  which  are  established  by 
subparagraphs  (1)  and  (2)  of  paragraph 

(a)  of  this  §  1405.66  or  which  would  have 
been  approved  by  the  Administrator  pur¬ 
suant  to  subparagraph  (3)  thereof:  Pro¬ 
vided,  That  (i)  the  seller,  at  the  time 
when  he  offers  to  sell  such  ores,  shall  ad¬ 
vise  the  buyer  that  sjch  higher  prices  are 
being  charged  pursuant  to  this  para¬ 
graph  (b)  and  shall  inform  him  of  the 
provisions  of  this  paragraph  (b) ;  and 

(ii)  if  the  seller  delivered  or  offered  such 
ores  for  delivery,  during  March  1942, 
the  increase  in  price  shall  not  exceed  the 
amount  by  which  his  delivered  costs  for 
such  ores  exceed  his  delivered  costs  for 
the  same  kind  and  grade  of  ores  which 
he  delivered,  or  offered  for  delivery,  dur¬ 
ing  March  1942;  or  (iii)  if  the  seller  did 
not  deliver  such  ores,  or  offer  them  for 
delivery,  during  March  1942,  the  prices 
charged  by  him  shall  be  subject  to  revi¬ 
sion  or  adjustment  by  the  Administrator 
if,  in  the  opinion  of  the  Administrator, 
such  prices  exceed  the  maximum  prices 
which,  in  the  absence  of  this  paragraph 

(b) ,  would  have  been  approved  by  the 
Administrator  pursuant  to  the  provisions 
of  subparagraph  (3)  of  paragraph  (a)  of 
this  §  1405.66,  plus  a  fair  allowance  for 
increases  in  the  costs  of  importation  over 
the  importation  costs  which  prevailed 
during  March  1942. 

(2)  Within  10  days  after  the  first  de¬ 
livery  made  pursuant  to  the  first  sale  at 
a  higher  price  permitted  by  this  para¬ 
graph  (b),  the  seller  shall  report  such 
sale  to  the  Office  of  Price  Administration, 
Washington,  D.  C.,  stating: 

(i)  The  name  and  address  of  the 
buyer; 


(ii)  The  source  and  analysis  of  such 
ore  and  the  uses  for  which  the  buyer 
purchased  it; 

(iii)  The  price  and  terms  of  sale; 

(iv)  The  dates  at  which  such  ore  was 
bought  by  the  seller  and  at  which  it  was 
imported  into  the  continental  United 
States; 

(v)  The  price  at  which  the  person  who 
imported  such  ore  purchased  it,  the 
terms  of  his  purchase,  and  the  charges 
for  freight,  insurance  and  duties  incurred 
by  him  in  connection  with  such  purchase; 

(vi)  The  delivered  cost  to  him  of  ore 
of  the  same  kind  and  grade  if  he  de¬ 
livered,  or  offered  such  ore  for  delivery 
during  March  1942;  and 

(vii)  The  maximum  price  to  which 
the  seller  would  have  been  limited  under 
paragraph  (a)  of  this  §  1405.66,  except 
for  the  provisions  of  this  paragraph  (b). 
If  it  would  have  been  necessary  for  him  to 
submit  a  price  for  approval  pursuant  to 
subparagraph  (3)  of  paragraph  (a),  he 
shall  so  state. 

(3)  The  Administrator  will  entertain 
no  petition  or  application  for  amend¬ 
ment,  adjustment,  exception  or  other  re¬ 
lief  from  the  maximum  prices  estab¬ 
lished  for  any  commodity  made  from  or 
with  imported  battery  or  chemical  man¬ 
ganese  ores  to  the  extent  that  such  peti¬ 
tion  or  application  is  based,  directly  or 
indirectly,  on  delivered  costs  of  imported 
battery  or  chemical  manganese  ores,  pur¬ 
chased  by  the  petitioner  or  applicant 
pursuant  to  paragraph  (b)  of  this 
§  1405.66,  which  are  in  excess  of  what 
the  delivered  costs  would  have  been  if 
the  petitioner  or  applicant  had  purchased 
ores  of  equivalent  grade  at  the  maximum 
prices  for  such  ores  which  are  established 
by  subparagraphs  (1)  and  (2)  of  para¬ 
graph  (a)  of  this  §  1405.66,  or  which 
would  have  been  approved  by  the  Admin¬ 
istrator  pursuant  to  subparagraph  (3) 
thereof. 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

[P.  R.  Doc.  42-10847;  Filed,  October  26,  1942; 

12:22  p.  m.] 


Part  1499 — Commodities  and  Services 

(Order  105  Under  §  1499.3  (b)  of  GMPR) 
STEGNER  FOOD  DISTRIBUTING  CO. 

Maximum  prices  authorized  under 
§  1499.3  (b)  of  the  General  Maximum 
Price  Regulation — Order  No.  105. 

For  the  reasons  set  forth  in  an  opinion 
issued  simultaneously  herewith,  It  is 
ordered: 

§  1499.969  Authorization  of  a  maxi¬ 
mum  price  for  sales  of  “Stegner’s”  Chili 
Con  Came  with  beans,  packed  25  ounces 
in  a  glass  jar,  by  Stegner  Food  Distribut¬ 
ing  Company,  Cincinnati,  Ohio  by  whole¬ 
salers  and  by  retailers.  (a)  On  and  after 
October  27,  1942,  the  maximum  price  for 
sale  by  Stegner  Food  Company  of  Cin¬ 
cinnati,  Ohio,  of  “Stegner’s”  Chili  Con 
Came  with  beans  shall  be  $2.65  per  dozen 
of  25  ounce  glass  jars,  delivered  to  buyer’s 
stations. 
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(b)  Sellers  at  wholesale  shall  deter¬ 
mine  their  maximum  delivered  prices  for 
“Stegner’s”  Chili  Con  Came  with  beans 
In  25  ounce  glass  jars,  by  adding  to  their 
net  cost  a  maximum  profit  margin  of  20 
percent  of  their  net  cost.  The  maximum 
prices  so  determined  shall  not  exceed 
$3.18  per  dozen  of  25  ounce  jars.  Where 
a  maximum  price  per  dozen  determined 
by  the  provisions  of  this  paragraph  is  a 
fractional  cent  price  and  the  fraction  of 
a  cent  is  less  than  one-half  cent,  the  price 
per  dozen  shall  be  lowered  to  the  next 
lower  cent.  If  the  fraction  is  one-half 
cent  or  larger,  the  wholesaler  is  per¬ 
mitted  to  increase  his  maximum  price 
per  dozen  to  the  next  higher  cent. 

Net  cost  for  a  wholesaler  as  mentioned 
In  this  paragraph  shall  be  his  invoice 
price  for  “Stegner’s”  Chili  Con  Came 
with  beans  in  25  ounce  glass  jars  deliv¬ 
ered  at  the  customary  receiving  point  less 
all  discounts  allowed  him,  except  dis- 
coimt  for  prompt  payment.  No  charge 
or  cost  for  unloading  or  local  tmcking 
shall  be  included  in  net  cost. 

(c)  Sellers  at  retail  shall  determine 
their  maximum  selling  prices  of  “Steg¬ 
ner’s”  Chili  Con  Came  with  beans  in 
25  ounce  glass  jars  by  adding  to  their 
net  cost  a  maximum  profit  margin  of 
33  Vs  percent  of  this  net  cost.  The  max¬ 
imum  prices  so  determined  shall  not  ex¬ 
ceed  35  cents  for  each  25  ounce  jar. 
Where  a  maximum  price  per  jar  deter¬ 
mined  by  the  provisions  of  this  para¬ 
graph  is  a  fractional  cent  price  and  the 
fraction  of  a  cent  is  less  than  one-half 
cent,  the  price  per  jar  shall  be  lowered 
to  the  next  lower  cent.  If  the  fraction 
is  one-half  cent  or  larger,  the  retailer 
is  permitted  to  increase  his  maximum 
price  per  jar  to  the  next  higher  cent. 

Net  cost  for  a  retailer  shall  be  his  in¬ 
voice  price  paid  for  “Stegner’s”  Chili 
Con  Came  with  beans  delivered  to  his 
customary  receiving  point  less  all  dis¬ 
counts  allowed  him  except  the  discount 
for  prompt  payment.  No  charge  or  cost 
for  unloading  or  local  trucking  shall  be 
included.  Net  cost  for  a  retailer  shall 
be  based  on  a  purchase  of  a  customary 
quantity  of  this  type  of  item  from  his 
customary  supplier  and  on  the  customary 
mode  of  transportation. 

(d)  All  sellers  shall  apply  to  their 
maximum  selling  prices  for  “Stegner's” 
Chili  Con  Came  with  beans  in  25  ounce 
jars  the  same  discounts,  allowances  and 
price  differentials  which  they  custom¬ 
arily  apply  to  “Stegner’s”  Chili  Con 
Came  with  beans  in  10  Vi  ounce  tins  or 
(if  “Stegner’s”  Chili  Con  Came  with 
beans  was  not  sold)  to  comparable  items. 

(e)  The  Stegner  Food  Distributing 
Company  shall  distribute  or  cause  to  be 
distributed  at  the  time  of  or  before  each 
initial  sale  to  all  purchasers  from  this 
Company  of  “Stegner’s”  Chili  Con  Came 
with  beans  written  notice  as  follows: 

The  Ofi^e  at  Price  Administration  has  au¬ 
thorized  us  by  order  to  sell  “Stegner’s”  Chili 
Con  Caine  with  beans  in  25  ounce  glass  Jars 
at  a  maximum  selling  pricqof  $2,65  per  dozen, 
delivered  at  purchasers’  station. 

The  same  OflBce  of  Price  Administration 
order  authorized  wholesalers  to  determine 
their  maximum  delivered  price  of  “Stegner’s” 
Chill  Con  Came  with  beans  by  adding  to  their 
net  cost  of  this  product  a  margin  of  profit  of 


20%  of  this  net  cost.  Where  a  maximum 
price  per  dozen  so  determined  is  a  fractional 
cent  price  and  the  fraction  of  a  cent  is  less 
than  one-half  cent,  the  price  per  dozen  shall 
be  lowered  to  the  next  lower  cent.  If  the 
fraction  is  one-half  cent  or  larger,  the  whole¬ 
saler  is  permitted  to  increase  his  maximum 
price  per  dozen  to  the  next  higher  cent. 
Maximum  prices  determined  by  this  proce¬ 
dure  shall  not  exceed  $3.18  per  dozen  of  25 
ounce  glass  jars. 

Wholesaler’s  net  cost  shall  be  his  invoice 
price  for  “Stegner’s”  Chill  Con  Came  with 
beans  delivered  at  his  customary  receiving 
point  less  all  discounts  allowed,  except  dis¬ 
count  for  prompt  payment.  No  charge  or 
cost  for  unloading  or  local  trucking  shall  be 
included  in  net  cost. 

This  order  also  requires  us  to  print  on, 
include  in  or  securely  attach  to  each  shipping 
case  of  “Stegner’s”  Chili  Con  Came  with 
beans  for  a  period  of  three  months  after  the 
original  offering,  written  notification  to 
sellers’ at  retail  notifying  them  of  the  method 
for  their  determining  their  maximum  selling 
prices  of  “Stegner’s”  Chili  Con  Came  with 
beans.  You,  as  a  wholesaler,  are  not  re¬ 
quired  to  give  notification  to  retailers  on  full 
shipping  case  sales.  However,  you  are  re¬ 
quired  on  any  broken  case  sale,  to  provide  the 
retailer  with  a  copy  of  this  retailer  notifica¬ 
tion,  if  such  broken  case  sale  is  an  initial 
sale. 

You  are  required  to  keep  this  notice  for 
examination. 

(f)  The  Stegner  Food  Distributing 
Company  shall  print  on,  include  in,  or 
securely  attach  to  each  shipping  case  of 
“Stegner’s”  Chili  Con  Came  with  beans 
for  a  period  of  three  months  after  the 
initial  offering  of  this  product,  written 
notice  as  follows; 

The  Office  of  Price  Administration  has  au¬ 
thorized  for  us  a  maximum  selling  price  of 
“Stegner’s”  Chili  Con  Came  with  beans. 

As  a  retailer,  you  are  to  determine  your 
maximum  selling  price  of  “Stegner’s”  Chill 
Con  Came  with  beans  by  adding  to  your 
net  cost  of  each  size  a  margin  of  profit  of 
33y3%  of  this  net  cost.  Where  a  maximum 
price  per  jar  so  determined  is  a  fractional 
cent  price  and  the  fraction  of  a  cent  Is  less 
than  one-half  cent,  the  price  per  jar  shall  be 
lowered  to  the  next  lower  cent.  If  the  frac¬ 
tion  is  one-half  cent  or  larger,  you  are  per¬ 
mitted  to  Increase  your  price  per  jar  to  the 
next  higher  cent. 

Your  maximum  price  so  determined  shall 
not  exceed  35  cents  per  25  ounce  glass  jar. 

Your  net  cost  shall  be  your  Invoice  price 
paid  for  “Stegner’s”  Chili  Con  Came  with 
beans  delivered  to  your  customary  receiving 
point  less  all  discounts  allowed,  except  the 
discount  for  prompt  payment.  No  charge 
or  cost  for  unloading  or  local  trucking  shall 
be  Included.  Your  net  cost  shall  be  based 
on  a  purchase  of  a  customary  quantity  of 
this  type  of  item  from  your  customary  sup¬ 
plier  and  on  the  customary  mode  of  trans¬ 
portation. 

You  are  required  to  keep  this  notice  for 
examination. 

(g)  This  Order  No.  105  may  be  revoked 
or  amended  by  the  Price  Administrator 
at  any  time. 

(h)  This  Order  No.  105  (§  1499.969) 
shall  become  effective  October  27, 1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

[F.  R.  Doc.  42-10849;  Piled,  October  26,  1942; 

12:22  p.  m.] 


Part  1499 — Commodities  and  Services 
[Order  106  Under  S  1499.3  (b)  of  GMPR) 
CASTRO  FOOD  COMPANY 

Maximum  prices  authorized  under 
§  1499.3  (b)  of  the  General  Maximum 
Price  Regulation — Order  No.  106. 

For  the  reasons  set  forth  in  an  opinion 
issued  simultaneously  herewith. 

It  is  ordered: 

§  1499.970  Authorization  of  maxi¬ 
mum  prices  for  sales  of  “V-BO”  Bouillon 
Paste  by  Gastro  Food  Company,  by 
wholesalers  and  by  retailers,  (a)  On  and 
after  October  27,  1942,  the  maximum 
prices  for  sale  by  Gastro  Food  Company, 
647  Hudson  Street,  New  York  City,  New 
York,  of  “V-BO”  Bouillon  Paste  shall  be; 

$8.60  per  dozen  of  16  ounce  jars 
$3.45  per  dozen  of  6  ounce  jars 
$1.90  per  dozen  of  2  ounce  Jars 

delivered  at  purchaser’s  station. 

(b)  Sellers  at  wholesale  shall  deter¬ 
mine  their  maximum  delivered  selling 
prices  of  “V-BO”  Bouillon  Paste  by  add¬ 
ing  to  their  net  cost  of  each  size  a  maxi¬ 
mum  profit  margin  of  25  percent  of  this 
net  cost.  The  maximum  delivered  prices 
so  determined  shall  not  exceed  $10.75  per 
dozen  of  16  ounce  jars,  $4.30  per  dozen  of 
6  ounce  jars  and  $2.35  per  dozen  of  2 
ounce  jars.  Where  a  maximum  price 
per  dozen  determined  by  the  provisions 
of  this  paragraph  is  a  fractional  cent 
price  and  the  fraction  of  a  cent  is  less 
than  one-half  cent,  the  price  per  dozen 
shall  be  lowered  to  the  next  lower  cent. 
If  the  fraction  is  one-half  cent  or  larger, 
the  wholesaler  is  permitted  to  increase 
his  maximum  price  per  dozen  to  the 
next  higher  cent. 

Net  cost  for  a  wholesaler  as  men¬ 
tioned  in  this  paragraph  shall  be  his  in¬ 
voice  price  for  “V-BO”  Bouillon  Paste 
delivered  at  the  customary  receiving 
point  less  all  discounts  allowed  him,  ex¬ 
cept  discount  for  prompt  payment.  No 
charge  or  cost  for  unloading  or  local 
trucking  shall  be  included  in  net  cost. 

(c)  Sellers  at  retail  shall  determine 
their  maximum  selling  prices  of  “V-BO” 
Bouillon  Paste  by  adding  to  their  net  cost 
of  each  size  a  maximum  profit  margin  of 
40%  of  this  net  cost.  The  maximum 
prices  so  determined  shall  not  exceed 
$1.25  for  each  16  ounce  jar,  50^  for  each 
6  ounce  jar,  and  270  for  each  2  ounce  jar. 
Where  a  maximum  price  per  jar  deter¬ 
mined  by  the  provisions  of  this  para¬ 
graph  is  a  fractional  cent  price  and  the 
fraction  of  a  cent  is  less  than  one-half 
cent,  the  price  per  jar  shall  be  lowered 
to  the  next  lower  cent.  If  the  fraction  is 
one-half  cent  or  larger,  the  retailer  is 
permitted  to  increase  his  maximum  price 
per  jar  to  the  next  higher  cent. 

Net  cost  for  a  retailer  shall  be  fiis  in¬ 
voice  price  paid  for  “V-BO”  Bouillon 
Paste  delivered  to  his  customary  receiv¬ 
ing  point  less  all  discounts  allowed  him 
except  the  discount  for  prompt  payment. 
No  charge  or  cost  for  unloading  or  local 
trucking  shall  ever  be  included.  Net  cost 
for  a  retailer  shall  be  based  on  a  pur¬ 
chase  of  a  customary  quantity  of  this 
type  of  item  from  his  customary  supplier 
and  on  the  customary  mode  of  transpor¬ 
tation. 
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(d)  Wholesalers  and  retailers  shall 
apply  to  their  maximum  selling  prices  for 
“V-BO”  Bouillon  Paste  the  same  dis¬ 
counts,  allowances  and  price  differentials 
which  they  customarily  apply  to  com¬ 
parable  items,  unless  a  change  in  these 
customary  discounts,  allowances  and 
price  differentials  results  in  lower  selling 
prices. 

(e)  The  Gastro  Food  Company  shall 
distribute  or  cause  to  be  distributed  at 
the  time  of  or  before  each  initial  sale  to 
all  purchasers  from  this  Company  of 
“V-BO”  Bouillon  Paste  written  notice  as 
follows: 

The  Office  of  Price  Administration  has  au¬ 
thorized  us  by  order  to  sell  “V-BO”  Bouillon 
Paste  in  the  following  sizes  at  the  following 
maximum  price: 

16  ounce  Jars  at  $8.20  per  dozen 

6  ounce  Jars  at  $3.45  per  dozen 

2  ounce  Jars  at  $1.90  per  dozen 

delivered  at  purchaser’s  station. 

This  same  order  authorizes  wholesalers  to 
determine  their  maximum  delivered  prices  of 
“V-BO"  Bouillon  Paste  by  adding  to  their 
net  cost  of  each  size  of  this  product  a  margin 
of  profit  of  25%  of  this  net  cost.  Where  a 
maximum  price  per  dozen  so  determined  is 
a  fractional  cent  price  and  the  fraction  of 
a  cent  is  less  than  one-half  cent,  the  price 
per  dozen  shall  be  lowered  to  the  next  lower 
cent.  If  the  fraction  is  one-half  cent  or 
larger,  the  wholesaler  is  permitted  to  Increase 
his  maximum  price  per  dozen  to  the  next 
higher  cent.  Maximum  prices  determined  by 
this  procedure  shall  not  exceed: 

$10.75  per  dozen  of  16  ounce  Jars. 

$4  30  per  dozen  of  6  ounce  Jars. 

$2.35  per  dozen  of  2  ounce  Jars. 

Wholesaler’s  net  cost  shall  be  his  Invoice 
price  for  “V-BO”  Bouillon  Paste  delivered  at 
his  customary  receiving  point  less  all  dis¬ 
counts  allowed  except  discount  for  prompt 
payment.  No  charge  or  cost  for  unloading 
or  local  trucking  shall  be  included  in  net 
cost. 

This  order  also  requires  us  to  print  on, 
include  in  or  securely  attach  to  each  shipping 
case  of  “V-BO”  Bouillon  Paste  for  a  period 
of  three  months  after  the  original  offering 
written  notification  to  sellers  at  retail  notify¬ 
ing  them  of  the  method  for  their  determin¬ 
ing  their  maximum  selling  prices  of  “V-BO” 
Bouillon  Paste.  You,  as  a  wholesaler,  are  not 
required  to  give  similar  notification  to  retail¬ 
ers  on  full  shipping  case  sales.  However,  you 
are  required  on  a  broken  case  sale  to  provide 
the  retailer  with  a  copy  of  this  retailer  notifi¬ 
cation,  if  such  broken  case  sale  is  an  Initial 
sale. 

You  are  required  to  keep  this  notice  lor 
examination. 

(f)  The  Gastro  Pood  Company  shall 
print  on,  include  in  or  securely  attach  to 
each  shipping  case  of  “V-BO”  Bouillon 
Paste  for  a  period  of  three  months  after 
the  initial  offering  of  this  product, 
written  notice  as  follows: 

’The  Office  of  Price  Administration  has  au¬ 
thorized  for  us  and  for  wholesalers  maximum 
selling  prices  of  “V-BO”  Bouillon  Paste. 

As  a  retailer,  you  are  to  determine  your 
maximum  selling  prices  of  “V-BO”  Bouillon 
Paste  by  adding  to  your  net  cost  of  each  size 
a  margin  of  profit  of  40%  of  this  net  cost. 
Where  a  maximum  price  per  Jar  so  deter¬ 
mined  is  a  fractional  cent  price  and  the  frac¬ 
tion  of  a  cent  is  less  than  one-half  cent,  the 
price  per  Jar  shall  be  lowered  to  the  next 
lower  cent.  If  the  fraction  is  one-half  cent 
or  larger,  you  are  permitted  to  increase  your 
price  per  Jar  to  the  next  higher  cent. 


Your  maximum  prices  so  determined  shall 
not  exceed: 

$1.25  per  16  ounce  Jar. 

50e  per  6  ounce  Jar. 

21t  per  2  ounce  Jar. 

Your  net  cost  shall  be  your  invoice  price 
paid  for  “V-BO”  Bouillon  Paste  delivered  to 
your  customary  receiving  point  less  all  dis¬ 
counts  allowed,  except  the  discount  for 
prompt  pajrment.  No  charge  or  cost  for  un¬ 
loading  or  local  trucking  shall  be  Included. 
Your  net  cost  shall  be  based  on  a  purchase 
of  a  customary  quantity  of  this  type  of  item 
from  your  customary  supplier  and  on  the 
usual  mode  of  transportation. 

You  are  required  to  keep  this  notice  for 
examination. 

(g)  This  Order  No.  106  may  be  re¬ 
voked  or  amended  by  the  Price  Adminis¬ 
trator  at  any  time. 

(h)  This  Order  No.  106  (§  1499.970) 
shall  become  effective  October  27,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 

Administrator. 

[F.  R.  Doc.  42-10850:  Piled,  October  26,  1942; 
12:23  p.  m.] 


Part  1499 — Commodities  and  Services 

[Order  7  Under  §  1499.3  (b)  of  GMPRJ 
DRY-PACK  corporation 

Maximum  prices  authorized  under 
§  1499.3  (b)  of  the  General  Maximum 
Price  Regulation — Order  No.  107. 

For  the  reasons  set  forth  in  an  opinion 
issued  simultaneously  herewith. 

It  is  ordered: 

§  1499.971  Authorization  of  maximum 
prices  for  sales  of  '“Dry-Pack”  dehy¬ 
drated  soup  mixes  by  Dry-Pack  Corpora¬ 
tion,  by  wholesalers  and  by  retailers. 

(a)  On  and  after  October  27,  1942,  the 
maximum  prices  for  sales  by  Dry-Pack 
Corporation,  having  its  principal  place 
of  business  at  420  Madison  Avenue,  New 
York  City,  New  York,  of  “Dry-Pack” 
Dehydrated  Soup  Mixes  shall  be  $1.10 
per  dozen  packages  of  an  item  in  Price 
Line  (A)  as  described  below  and  $.77  y2 
per  dozen  packages  of  an  item  in  Price 
Line  (B)  as  described  below.  These 
prices  shall  include  delivery  to  pur¬ 
chaser’s  station. 

Price  Line  A  consists  of  the  follow¬ 
ing  items: 

"Dry-Pack”  Cream  of  Potato  Soup  Mix  in 
21/4  ounce  packages, 

“Dry-Pack”  Cream  of  Spinach  Soup  Mix  in 
2l^  ounce  packages, 

“Dry-Pack”  French  Onion  Soup  Mix  in  1 
ounce  packages, 

“Dry-Pack”  Fresh  Pea  Soup  Mix  in  3  ounce 
packages. 

Price  Line  B  consists  of  the  following 
items: 

“Dry-Pack”  Pepper-Com  Soup  Mix  in  2*4 
ounce  packages, 

“Dry-Pack”  Yellow  Pea  Soup  Mix  in  8 
ounce  packages, 

“Dry-Pack”  Vegetable  Soup  Mix  in  IVt 
ounce  packages, 

“Dry-Pack”  Russian  Soup  Mix  (Bortsch)  in 
2  Vi  ounce  packages. 


(b)  Sellers  at  wholesale  shall  deter¬ 
mine  their  maximum  delivered  selling 
prices  of  “Dry-Pack”  Dehydrated  Soup 
Mixes  by  adding  to  their  net  cost  of  each 
item  a  maximum  profit  margin  of  20 
percent  of  this  net  cost.  The  maximum 
delivered  prices  so  determined  shall  not 
exceed  $1.32  per  dozen  for  any  item  in 
Price  Line  (A)  described  in  paragraph 
(a)  above  and  shall  not  exceed  $.93  per 
dozen  for  any  item  in  Price  Line  (B) 
described  in  paragraph  (a)  above. 
Where  a  maximum  price  per  dozen  de¬ 
termined  by  the  provisions  of  this  para¬ 
graph  is  a  fractional  cent  price  and  the 
fraction  of  a  cent  is  less  than  one-half 
cent,  the  price  per  dozen  shall  be  lowered 
to  the  next  lower  cent.  If  the  fraction 
is  one-half  cent  or  larger,  the  wholesaler 
is  permitted  to  increase  his  maximum 
price  per  dozen  to  the  next  higher  cent. 

Net  cost  for  a  wholesaler  as  mentioned 
in  this  paragraph  shall  be  his  invoice 
price  for  an  item  of  “Dry-Pack"  Dehy¬ 
drated  Soup  Mix  delivered  at  his  cus¬ 
tomary  receiving  point,  less  all  discounts 
allowed  him  except  discount  for  prompt 
payment.  No  charge  or  cost  for  unload¬ 
ing  or  local  trucking  shall  be  included  in 
net  cost. 

(c)  Sellers  at  retail  shall  determine 
their  maximum  selling  prices  of  “Dry- 
Pack”  Dehydrated  Soup  Mix  by  adding  to 
their  net  cost  of  each  item  a  maximum 
profit  margin  of  33^3  percent  of  this 
net  cost.  The  maximum  prices  so  de¬ 
termined  shall  not  exceed  15  cents  per 
package  for  any  item  in  Price  Line  (A) 
described  in  paragraph  (a)  above  and 
shall  not  exceed  10  cents  per  package  for 
any  item  in  Price  Line  (B)  described 
in  paragraph  (a)  above.  Where  a  max¬ 
imum  price  per  package  determined  by 
the  provisions  of  this  paragraph  is  a 
fractional  cent  price  and  the  fraction  of 
a  cent  is  less  than  one-half  cent,  the 
price  per  package  shall  be  lowered  to 
the  next  lower  cent.  If  the  fraction  is 
one-half  cent  or  larger,  the  retailer  is 
permitted  to  increase  his  maximum  price 
per  package  to  the  next  higher  cent. 

Net  cost  for  a  retailer  as  mentioned  in 
this  paragraph  shall  be  his  invoice  price 
for  an  item  of  “Dry-Pack”  Dehydrated 
Soup  Mix  delivered  to  his  customary  re¬ 
ceiving  point  less  all  discounts  allowed 
him  except  the  discount  for  prompt  pay¬ 
ment.  No  charge  or  cost  for  unloading  or 
local  trucking  shall  ever  be  included. 
Net  cost  for  a  retailer  shall  be  based  on 
a  purchase  of  a  customary  quantity  of 
this  type  of  item  from  his  customary  sup¬ 
plier  and  on  the  customary  mode  of 
transportation. 

(d)  .Wholesalers  and  retailers  shall 
apply  to  their  maximum  selling  prices  for 
“Dry-Pack”  Dehydrated  Soup  Mixes  the 
same  discounts,  allowance  and  price  dif¬ 
ferentials  which  they  customarily  apply 
to  comparable  items  of  dehydrated  soup 
mixes,  unless  a  change  in  these  custom¬ 
ary  discounts,  allowances  and  price  dif¬ 
ferentials  results  in  |lower  selling  prices. 

(e)  Dry-Pack  Corporation  shall  dis¬ 
tribute  or  cause  fo  be  distributed  at  the 
time  of  or  before  each  initial  sale  to  all 
purchasers  from  this  company  of  “Dry- 
Pack”  Dehydrated  Soup  Mixes  written 
notice  as  follows: 
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The  Office  of  Price  Administration  has  au¬ 
thorized  us  by  order  to  sell  “Dry-Pack"  De¬ 
hydrated  Soup  Mixes  for  the  following  maxi¬ 
mum  prices  delivered  at  pmchaser’s  station: 

Price  Line  (A) 

Per  dozen 


“Dry-Pack”  Cream  of  Potato  Soup 

Mix . $1.10 

“Dry-Pack”  Cream  of  Spinach  Soup 

Mix . . .  1. 10 

"Dry -Pack”  French  Onion  Soup  Mix__  1. 10 
“Dry-Pack”  Fresh  Pea  Soup  Mix _  1. 10 

Price  Line  (B) 

“Dry-Pack”  Pepper-Corn  Soup  Mix._  .nVt 

“Dry-Pack”  Yellow  Pea  Soup  Mix _  .77V4 

“Dry-Pack”  Vegetable  Soup  Mix _  .77^ 

"Dry-Pack”  Russian  Soup  Mix 

(Bortsch)  . . 77»/4 


The  same  order  authorizes  wholesalers  to 
determine  their  maximum  delivered  prices 
of  “Dry-Pack”  Dehydrated  Soup  Mixes  by 
adding  to  their  net  cost  of  each  item  a  mar¬ 
gin  of  profit  of  20%  of  this  net  cost.  Where 
a  maximum  price  per  dozen  so  determined  is 
a  fractional  cent  price  and  the  fraction  of  a 
cent  is  less  than  one-half  cent,  the  price  per 
dozen  shall  be  lowered  to  the  next  lower  cent. 
If  the  fraction  is  one-half  cent  or  larger,  the 
wholesaler  is  permitted  to  increase  his  maxi¬ 
mum  selling  price  per  dozen  to,,  the  next 
higher  cent.  Maximum  prices  determined  by 
this  procedure  shall  not  exceed  $1.32  per 
dozen  for  the  items  in  Price  Line  (A)  and 
shall  not  exceed  $.93  per  dozen  for  the  items 
in  Price  Line  (B) . 

Wholesalers’  net  cost  shall  be  his  Invoice 
price  paid  for  “Dry-Pack”  Dehydrated  Soup 
Mixes  delivered  at  his  customary  receiving 
point  less  all  discounts  allowed  except  dis¬ 
count  for  prompt  payment.  No  charge  or 
cost  for  unloading  or  local  trucking  shall  be 
Included  in  net  cost. 

This  order  also  requires  us  to  print  on,  in¬ 
clude  in  or  securely  attach  to  each  shipping 
case  of  “Dry-Pack”  Dehydrated  Soup  Mix  for 
a  period  of  three  months  after  the  original 
offering  written  notification  to  seliers  at  re¬ 
tail  notifying  them  of  the  method  for  their 
determining  their  maximum  selling  prices  of 
“Dry-Pack”  Dehydrated  Soup  Mixes.  You,  as 
a  wholesaler,  are  not  required  to  give  similar 
notification  to  retailers  with  full  shipping 
case  sales.  However,  you  are  required  on  any 
broken  case  sale  to  provide  the  retailer  vrtth  a 
copy  of  this  retailer  notification.  If  such 
broken  case  sale  is  an  initial  sale. 

You  are  required  to  keep  this  notice  for 
examination. 

(f)  The  Dry-Pack  Corporation  shall 
print  on,  include  in  or  securely  attach  to 
each  shiping  case  of  “Dry-Pack”  Dehy¬ 
drated  Soup  Mix  for  a  period  of  three 
months  after  the  initial  offering  of  this 
product  written  notice  as  follows: 

The  Office  of  Price  Administration  has  au¬ 
thorized  for  us  and  for  wholesalers  maximum 
selling  prices  of  the  following  “Dry-Pack”  De¬ 
hydrated  Soup  Mixes.  . 

Price  Line  (A)  . 

“Dry-Pack”  Cream  of  Potato  Soup  Mix 
“Dry-Pack”  Cream  of  Spinach*  Soup  Mix 
"Dry-Pack”  PYench  Onion  Sdup  Mix 
"Dry-Pack”  Fresh  Pea  Soup  Mix 

Price  Line  (B) 

“Dry-Pack”  Pepper-Corn  Soup  Mix 
“Dry-Pack”  Yellow  Pea  Soup  Mix 
“Dry-Pack”  Vegetable  Soup  Mix 
“Dry-Pack”  Russian  Soup  Mix  (Bortsch) 

As  a  retailer,  you  are  to  determine  your 
maximum  selling  prices  of  “Dry-Pack”  De¬ 
hydrated  Soup  Mixes  by  adding  to  your  net 


cost  of  each  item  a  margin  of  profit  of  33%  % 
of  this  net  cost.  Where  a  maximum  price  per 
package  so  determined  is  a  fractional  cent 
price  and  the  fraction  of  a  cent  is  less  than 
one-half  cent,  the  price  per  package  fhall  be 
lowered  to  the  next  lower  cent.  If  the  frac¬ 
tion  is  one-half  cent  or  larger,  you  are  per¬ 
mitted  to  increase  your  price  per  package  to 
the  next  higher  cent. 

Your  maximum  prices  so  determined  shall 
not  exceed  16  cents  per  package  for  the  items 
in  Price  Line  (A)  and  shall  not  exceed  10 
cents  per  package  for  the  items  in  Price 
Line  (B). 

Your  net  cost  shall  be  your  invoice  price 
paid  for  “Dry-Pack”  Dehydrated  Soup  Mixes 
delivered  to  your  customary  receiving  point 
less  all  discounts  allowed  except  the  discount 
for  prompt  payment.  No  charge  or  cost  for 
unloading  or  local  trucking  shall  be  included. 
Your  net  cost  shall  be  based  on  a  purchase 
of  a  customary  quantity  of  this  type  of  item 
from  your  customary  supplier  and  on  the 
usual  mode  of  transportation. 

You  are  required  to  keep  this  notice  for 
examination. 

(g)  This  Order  No.  107  may  be  revoked 
or  amended  by  the  Price  Administrator 
at  any  time. 

(h)  This  Order  No.  107  (§  1^99.971) 
shall  become  effective  as  of  October  27, 
1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  FJl.  7871) 

Issued  this  2€th  day  of  October  1942. 

Leon  Henderson, 

Administrator. 

[F.  R.  Doc.  42-10851;  Filed,  October  26,  1942; 

12:24  p.  m.] 


Part  1499 — Commodities  and  Services 

[Order  1  Under  §  1499.18  (e)  of  GMPR] 

ARTHUR  A.  FOGARTY — GREAT  ATLANTIC  & 
PACIFIC  TEA  CO. 

Order  No.  1  under  §  1499.78  (e)  of 
the  General  Maximum  Price  Regula¬ 
tion-Docket  No.  GF3-630. 

For  the  reasons  set  forth  in  an  opinion 
issued  simultaneously  herewith.  It  is  or¬ 
dered: 

§  1499.1001  Adjustment  of  maximum 
prices  for  contract  carrier  services  sold 
by  Arthur  A.  Fogarty,  (a)  Arthur  A. 
Fogarty,  8  West  Street,  Springfield,  Mas¬ 
sachusetts,  may  sell  and  deliver  and  the 
Great  Atlantic  and  Pacific  Tea  Company, 
130  Auckland  Street,  Dorchester,  Mas¬ 
sachusetts  may  buy  and  receive  from  said 
Arthur  A.  Fogarty  contract  carrier  serv¬ 
ices  at  prices  not  more  than  12*72  per 
cent  higher  than  the  prices  which  pre¬ 
vailed  for  similar  services  received  from 
said  Arthur  A.  Fogarty  during  the  month 
of  March,  1942. 

(b)  All  requests  of  the  application  not 
granted  herein  are  denied. 

(c)  This  Order  No.  1  may  be  revoked 
or  amended  by  the  Price  Administrator 
at  any  time. 

(d)  This  Order  No.  1  (§  1499.1001)  is 
hereby  incorporated  as  a  section  of  Sup¬ 
plementary  Regulation  No.  14.  which  con¬ 
tains  modifications  of  maximum  prices 
established  by  §  1499.2. 

(e)  This  Order  No.  1  (§  1499.1001) 
shall  become  effective  October  27, 1942. 


(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9260,  7  YU.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 

Administrator. 

IP.  R.  Doc.  42-10848;  Filed,  October  26,  1942; 
12:22  p.  m.] 


Part  1315 — Rubber  and  Products  and 
Materials  of  Which  Rubber  Is  a 
Component 

(MPR  149,^  Amendment  2] 


MECHANICAL  RUBBER  GOODS 


A  Statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amendment 
has  been  issued  simultaneously  herewith 
and  filed  with  the  Division  of  the  Fed¬ 
eral  Register.* 

A  new  §  1315.21a  is  added,  as  set  forth 
below: 

§  1315.21a  Maximum  prices  for  rub¬ 
ber  horseshoe  pads  manufactured  by  the 
Dryden  Rubber  Company.  Notwith¬ 
standing  any  other  provision  of  this 
Maximum  Price  Regulation  No.  149,  the 
maximum  price  of  rubber  horseshoe 
pads  manufactured  by  the  Dryden  Rub¬ 
ber  Company  shall  be  determined  as 
follows: 

(a)  Dryden  Rubber  Company  of  Chi¬ 
cago,  Illinois,  may  sell  and  deliver  and 
offer,  agree,  solicit,  and  attempt  to  sell 
and  deliver  the  following  sizes  of  rubber 
horseshoe  pads,  and  any  person  may  buy 
from  the  Dryden  Rubber  Company  the 
following  sizes  of  rubber  horseshoe  pads 
at  prices  no  higher  than  those  herein¬ 
after  set  forth: 


Size: 

0„ 

l__ 

2— 

2% 

3— 

3% 

4._ 

4% 

5-_ 

5% 

6__ 

7.. 

8— 

9- . 

10- 


Table  or  Maximum  Prices 

Price 
per  pair 

. - .  .28 

.  .315 

. .  .34 

.  .355 

_ _ _ _  .38 

— . — .  .415 

.  .435 

. . .  .46 

. .475 

. — . . .  .505 

- - .525 

. .655 

. . . .  .58 

_ _ .615 

. . — .  .65 


(b)  (1)  Any  wholesaler  or  retailer  may 
sell  and  deliver  and  any  purchaser  from 
a  wholesaler  or  retailer  may  buy  and  re¬ 
ceive  rubber  horseshoe  pads,  manufac¬ 
tured  by  the  Dryden  Rubber  Company, 
at  the  maximum  price  for  the  corre¬ 
sponding  size  of  the  Elk  or  Harlem  brands 
of  rubber  horseshoe  pads,  manufactured 
by  the  Phoenix  Manufacturing  Company, 
or  the  Tobin,  Junior  or  Vacuum  Mule 
brands,  manufactured  by  the  Fruin  Drop 
Forge  Company,  whichever  is  lower,  (i) 
established  for  such  seller  or  (ii),  estab¬ 
lished  for  the  most  closely  competitive 
seller  of  the  same  class,  if,  during  March 


•Copies  may  be  obtained  from  the  Office 
of  Price  Administration. 

*  7  FR.  3889,  7173. 
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1942,  the  seller  did  not  deliver  or  offer 
to  deliver  any  of  these  brands. 

(2)  If  the  seller  had  no  competitive 
seller  of  the  same  class  who,  during 
March  1942,  delivered  or  offered  to  de¬ 
liver  any  of  the  brands  of  rubber  horse¬ 
shoe  pads,  manufactured  by  companies 
other  than  Dryden  Rubber  Company,  set 
forth  in  paragraph  (b)  (1),  the  max¬ 
imum  prices  for  sales  and  deliveries  of 
rubber  horseshoe  pads,  manufactured 
by  the  Dryden  Rubber  Company,  by  such 
seller  shall  be  determined  by  adding  to 
the  maximum  price  for  the  particular 
size  of  such  rubber  horseshoe  pads,  as 
established  by  the  General  Maximum 
Price  Regulation,  the ‘amount  indicated 
in  the  following  table: 


Part  1315 — Rubber  anb  Products  and 
Materials  of  Which  Rubber  is  a 
Component 

[RPS  87,  as  Amended,^  Amendment  3] 
SCRAP  RUBBER 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment  has  been  issued  simultaneously 


herewith  and  filed  with  the  Division  of 
the  Federal  Register.* 

-  In  §  1315.1263,  Tables  I,  n  and  III  in 
paragraph  (a)  and  subdivisions  (i)  and 
(ii)  of  paragraph  (e)  (1)  are  amended, 
as  follows: 

§  1315.1263  Appendix  A:  Maximum 
prices  for  scrap  rubber — (a)  Chief  con¬ 
suming  centers.  •  *  • 


1  7  FH.  4781.  5177,  6002. 


•Copies  may  be  obtained  from  the  Ofiftce  of 
Price  Administration. 


TABLE  I 

I  Dollars  per  short  ton] 


Size: 

0 _ _ 

1 . . 

Amount  to 
be  added 

_ $0.00 

. . . . .  .015 

Kind  of  scrap  rubber 

Akron, 

Ohio 

Buffalo, 
N.  Y. 

Nauga¬ 

tuck, 

Conn. 

East  St. 
Louis, 
Ill. 

Mem¬ 

phis, 

Term. 

Gadsden, 

Ala. 

Los  An¬ 
geles, 
Calif. 

2 _ _ 

2  Vi . . 

_ _  .04 

_  .045 

Pneumatic  tire  casings:  > 

Mixed  tires  1 . 

30.00 

29.20 

27.50 

27.36 

25.85 

23.35 

20.00 

a 

.  _  .  .045 

S  A.  0.» . 

27.50 

26.80 

25. 10  1 

24. 95 

23  45 

20. 95 

17. 60 

314 

005 

Beadless  tires  ‘ _ _ _ 

38.00 

37.00 

34.75 

34.  75 

32.  75 

29.  76 

25.50 

_ _  .065 

— _ _  .07 

Tire  dykes  * . 

36.00 

36.00 

33.00 

33.00 

31.50 

28.50 

24.75 

*V2.  — . — 

Solid  tires* . . . 

34.00 

33.50 

31.50 

31.00 

29.50 

27.00 

23.50 

Maximum  prices  at  consuming  centers 


sy*. 

6 

7.. . 

8.. . 
9... 
10- 


.05 

.055 

.08 

.07 

.075 

.09 


(c)  No  seller  shall  change  his  cus¬ 
tomary  allowances,  discounts  or  other 
price  differentials,  unless  such  change 
shall  result  in  a  lower  price. 

(d)  (1)  Dryden  Rubber  Company  shall 
notify  each  person  to  whom  it  sells  rub¬ 
ber  horseshoe  pads  of  the  modification 
of  their  maximum  prices  made  by  this 
section  by  sending  him  a  copy  of  para¬ 
graphs  (b),  (c)  and  (d)  (2)  of  this  sec¬ 
tion; 

(2)  Every  person  who  buys  rubber 
horseshoe  pads  from  the  Dryden  Rubber 
Company  for  resale  shall  advise  in  writ¬ 
ing  all  persons  (other  than  ultimate  con¬ 
sumers)  to  whom  they  sell  rubber  horse¬ 
shoe  pads,  manufactured  by  the  Dryden 
Rubber  Company,  of  the  modification  of 
the  maximum  prices  for  such  resale  per¬ 
mitted  by  this  section.  Such  notifica¬ 
tion  shall  be  made  prior  to  the  first  de¬ 
livery  after  October  26,  1942. 

§  1315.33a  Effective  dates  of  amend¬ 
ments.  *  *  • 

(b)  Amendment  No.  2  (§  1315.21a)  to 
Maximum  Price  Regulation  No.  149  shall 
become  effective  October  31,  194*!. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leoi^  Henderson, 

Administrator. 

(F.  R.  Doc.  42-10855:  Filed,  October  26,  1942; 

3:41  p.  m.] 


>  Pneumatic  Tire  Casings.— Shall  consist  of  whole  pneumatic  tire  casings  and  shall  be  free  from  bicycle  tires,  hard, 
oxidized,  and  non-pneumatic  tires,  and  from  leather  and  metal. 

*  Mixed  Tires  — This  kind  shall  consist  of  miscellaneous  Pneumatic  Tire  Ca.sings. 

*  S.  A.  O.— This  kind  shall  consist  of  pieces  of  Mixed  Tires  from  which  the  treads  and  beads  have  been  removed 
but  may  contain  sidewall  rubber  or  beads  from  which  the  wire  has  been  removed. 

‘  Beadless  Tires.— This  kind  shall  consist  of  Mixed  Tires  from  which  the  beads  have  been  removed  but  which  con 
form  otherwise  to  the  si^ciflcations  for  Mixed  Tires. 

‘  Tire  Dykes.- Thb  kind  shall  consist  of  Beadless  Tires  from  which  two  or  more  layers  of  fabric  have  been  removed. 

•Solid  Tires.— This  kind  shall  consist  of  solid  motor  truck  tires  and  shall  be  free  from  oxidized  tires,  metal,  hard 
bases  fibre  b3,ses  and  cloth  bases.  ^ 


TABLE  II 


Kind  of  scrap  rubber 

Maximum  prices  at 
consuming  centers 

Akron, 

Ohio; 

Buffalo, 

N.  Y.; 
East  St. 
Louis,  Ill.; 
Gadsden, 
Ala.; 

Memphis. 

Tenn.; 

Nauga¬ 

tuck, 

Conn. 

Los 

Angeles, 

Calif. 

Doltart  ptT 

Dollars  per 

short  ton 

short  ton 

No.  1  Peelings  • . 

75.00 

63.00 

No.  2  Peelmgs  > . 

47.50 

35.50 

No.  3  Peelings— (Bald  Head  1 

Peelings)  * . 

42.50 

31.00 

No.  1  Light  colored  carcass  * _ 

82.50 

62. 75 

No.  2  Light  colored  carcass  • _ 

80.00 

62.00 

Gray  carca.ss  • . . 

75.00 

59.50 

Cents  per 

Cents  per 

Passenger  tubes: 

pound 

pound 

No.  2  passenger  tubes  ‘ . 

7*4 

Ws 

Light  colored  No.  2  pas- 

senger  tubes  * . . 

sy* 

Red  passenger  tubes  >• . 

7 

Black  passenger  tubes 

6H 

tVs 

Mixed  passenger  tubes 

6H 

6 

Truck  tubes:  >* 

No.  2  truck  tubes  “ . 

7 

Red  truck  tubes  •• . 

6Ji 

Black  truck  tubes  '* . . 

SH 

6 

Mixed  truck  tubes  n . . 

6M 

sH, 

Two-toned  black -gold  tubes 

6^ 

6k 

Two-toned  red-black  tubes 

CH 

6 

Miscellaneous  inner  tubes 

6 

•  No.  1  Peelings.— This  kind  shall  consist  of  trends 
stripped  from  Pneumatic  Tire  Casings.  The  material 
shall  be  free  from  fabric,  metal,  leather,  and  from  hard, 
burnt  or  oxidized  treads. 

•  No.  2  Peelings.— This  kind  shall  consists  of  treads 
stripped  from  Pneumatic  Tire  Casings.  The  material 
may  contain  cushion  rubber,  breaker  fabric  and  side¬ 
walls,  plus  not  more  than  one  full  ply  of  carcass  fabric. 

•  No.  3  Peelings— (Bald  Head  Peelings).— This  kind 
shall  consist  of  No.  2  Peelings  from  which  a  part  of  the 
tread  has  been  removed. 

‘  No.  1  Light  Colored  Carcass.— This  kind  shall  con¬ 
sist  of  all  white  tine  carcass  fabric  and  shall  be  free  from 
black  edges  and  from  any  other  colored  rubber. 

‘  No.  2  Light  Colored  Carcass.— This  kind  shall  con¬ 
sist  of  light  colored  carcass  fabric  such  as  white,  pink, 
light  gray,  pure  gum  and  light  brown  carcass  fabric,  and 
shall  be  free  from  all  dark  colored  rubber,  from  black 
edges  and  from  black  rubber. 

•  Gray  Carcass.— This  kind  shall  con.sLst  of  colored  car 
cass  fabric  too  dark  for  delivery  under  No.  2  Light  Col¬ 
ored  Carcass,  and  shall  be  free  from  all  black  edges  and 
from  black  rubber. 

’  Passenger  Tubes.— Shall  consist  of  inner  tubes  for 
pneumatic  tire  casings  having  six  pligs  or  less,  and  shall 
be  free  from  puncture-proof  tubes,  from  crusty  and  oxi¬ 
dized  tubes,  and  from  metal  and  punchings.  All  Pas¬ 
senger  Tubes,  except  Mixed  Passenger  Tubes,  shall  be 
free  from  metal  valves.  All  Passenger  Tubes,  except 
Mixed  Passenger  Tubes  and  Black  Passenger  Tubes, 
shall  be  free  from  black  rubber  valve  cots  and  from  the 
bases  of  such  valves. 

•  No.  2  Passenger  Tubes.— This  kind  shall  consist  of 
all  Passenger  Tubes  except  Black  and  Red  Passenger 
Tubes. 

•  Light  Colored  No.  2  Passenger  Tubes.— This  kind 
shall  consist  of  No.  2  Passenger  Tubes  specially  selected 
as  to  color  by  agreement  between  the  buyer  and  seller. 

••  Red  Passenger  Tubes.— This  kind  shall  consist  ol 
strictly  red  Passenger  Tubes. 

Black  Pa.sscnger  Tubes.— This  kind  shall  consist  oi 
strictly  black  Passenger  Tubes. 

•*  Mixed  Passenger  Tubes.— This  kind  shall  consist  of 
Passenger  Tubes  of  various  colors  and  qualities. 

•*  Truck  Tubes.— Shall  consist  of  inner  tubes  for  pneu 
matic  tire  casings  having  seven  plies  or  more,  and  shall 
be  free  from  puncture  proof  tubes,  from  crusty  and 
oxidized  tubes,  and  from  metal  and  punchings.  -Vll 
Truck  Tubes,  except  Mixed  Truck  Tubes,  shall  I.e  frc.- 
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from-metal  valves.  All  Truck  Tubes,  except  Mixed 
Truck  Tubes  and  Black  Truck  Tubes,  shall  be  free  from 
black  rubber  valve  cots  and  from  the  bases  of  such 
valves. 

No.  2  Truck  Tubes.— This  kind  shall  consist  of  all 
Truck  Tubes  except  Black  and  Red  Truck  Tubes. 

*»  Red  Truck  Tubes.— This  kmd  shall  consist  of  strictly 
red  Truck  Tubes. 

>•  Black  Truck  Tubes.— This  kind  shall  consist  of 
strictly  black  Truck  Tubes. 

1^  Mixed  Truck  Tubes.— This  kind  shall  consist  of 
Truck  Tubes  of  various  colors  and  qualities. 

“Two-Toned  Black-Oold  Tubes. — This  kind  shall 
consist  of  two-toned  black  and  gold  Passenger  or  Truck 
Tubes. 

Two-Toned  Red-Black  Tubes.— This  kind  shal( 
consist  of  two-toned  red  and  black  Passenger  or  Truck 
Tubes. 

*>  M  iscellaneous  Inner  Tubes.— This  kind  shall  consist 
of  all  kinds  of  inner  tubes  for  pneumatic  tires,  not  else¬ 
where  listed  in  Table  II,  and  miscellaneous  lots  of  any 
kinds  of  unsorted  inner  tubes  for  pneumatic  tires. 

TABLE  III 


Kind  of  scrap  rubber 

Maximum 
prices  at  all 
consuming 
centers 

Black  Mechanical  Scrap,  1.15  or  below  •„ 

Ctntt  per 
pouiid 

5 

Colored  Mechanical  Scrap,  1.10  or  below  *. 

10 

Colored  Mechanical  Scrap,  1.30  or  below ». 

5 

Colored  Mechanical  Scrap,  1.60 or  below 

4V4 

Colored  Mechanical  Scrap  above  1.50 

4 

White  or  Colored  Friction  Scrap,  Unproc- 

10 

Black  or  Mixed  Friction  Scrap,  Unproc¬ 
essed  • . 

fi 

White  or  Colored  Friction  Scrap,  Proc- 

12^ 

Black  or  Mixed  Friction  Scrap,  Proc- 

8^ 

Other  Unvulcanized  Scrap  Rubber, 
White  or  Colored  •• . 

18 

Other  Unvulcanized  Scrap  Rubber, 
Black  or  Mixed  *' _ _ _ 

0 

Black  Mechanical  Scrap,  above  1.15  “ _ 

DMare  per 
ihort  ton 
20.00 

35.00 

Bicycle  Tires  “ . . . 

15.00 

Passenger  Tire  Beads  “ . 

6.00 

Truck  Tire  Beads  •* _ _ 

7. 00 

Air  Bags  &  Water  Bags  •• . 

15.00 

Air  Brake  Hose  “ . 

25.00 

Miscellaneous  Hose  •• . . 

17.00 

Mats  &  Matting  » . 

15.00 

Rubber  Boots  &  Shoes  •' . . . 

33.00 

No-mark  Soles  &  Trimmings  “ . 

35.00 

Black  Soles  &  Trimmings  “ . . . 

32.00 

Rubber  Heels  •• . . . 

16.00 

Miscellaneous  Scrap  Rubber  “ _ _ _ 

15.00 

1  Black  Mechanical  Scrap,  1.18  or  below. — This  kind 
shall  consist  of  all  forms  of  black  rubber  articles,  shall 
be  free  from  fabric,  metal,  wood,  and  other  extraneous 
materials,  and  shall  have  a  specific  gravity  of  1.15  or 
below, 

’  Colored  Mechanical  Scrap,  1.10  or  below. — This 
kind  shall  consist  of  all  forms  of  white  or  colored  rubber 
articles,  shall  be  free  from  fabric,  metal,  wood,  and  other 
extraneous  materials,  and  shall  have  a  specific  gravity 
of  1.10  or  below. 

‘Colored  Mechanical  Scrap,  1.30  or  below. — This 
kind  shall  consist  of  ali  forms  of  white  or  colored  rubber 
articles,  shall  be  free  from  fabric,  metal,  wood,  and  other 
extraneous  materials,  and  shall  have  a  specific  gravity 
above  1.10  and  not  exceeding  1.30. 

‘Colored  Mechanical  Scrap,  1.80  or  below.— This 
kind  shall  consist  of  all  forms  of  white  or  colored  rubber 
articles,  shall  be  free  from  fabric,  metal,  wood,  and  other 
extraneous  materials,  and  shall  have  a  specific  gravity 
above  1.30  and  not  exceeding  1.50. 

‘Colored  Mechanical  Scrap  above  1.50. — This  kind 
shall  consist  of  all  forms  of  white  or  colored  rubber 
articles,  shall  be  free  from  fabric,  metal,  wood,  and 
other  extraneous  materials,  and  shall  have  a  specific 
gravity  of  more  than  1.50. 

‘White  or  Colored  Friction  Scrap,  Unprocessed.— 
This  kind  shall  consist  of  white  or  colored  un  vulcanized 
factory  scrap  containing  fabric. 

'  Hiack  or  Mixed  Friction  Scrap,  Unprocessed.— This 
kind  shall  consist  of  black  unvulcanized  factory  scrap 
containing  fabric,  but  may  include  white  or  colored 
un\-ulcanized  factory  scrap. 

‘White  or  Colored  Friction  Scrap,  Processed.- This 
kind  shall  be  the  same  as  No.  6  except  that  it  must  be 
ftocessed  in  accordance  with  standard  trade  practice. 

•Black  or  Mixed  Friction  Scrap,  Processed. — This 
kind  shall  the  same  as  No.  7,  except  that  it  must  be 
I  rocessed  In  accordance  with  standard  trade  practice. 


••Other  Unvulcanized  Scrap  Rubber,  White  or 
Colored.— This  kind  shall  consist  of  white  or  colored 
unvulcanized  scrap  rubber,  and  shall  be  free  from  fabric 
and  from  all  extraneous  materials. 

••  Other  Unvulcanized  Scrap  Rubber,  Black  or 
Mixed.— This  kind  shall  consist  of  black  unvulcanized 
scrap  rubber,  and  shall  be  free  from  fabric  and  from  all 
extraneous  materials,  but  may  include  white  or  colored 
unvulcanized  scrap  rubber. 

••  Black  Mechanical  Scrap,  above  1.15.— This  kind 
shall  consist  of  all  forms  of  black  rubber  articles,  shall 
be  free  from  fabric,  metal,  wood,  and  other  extraneous 
materials,  and  shall  have  a  specific  gravity  above  1.15. 

>•  Buffings.— This  kind  shall  consist  of  buffings  from 
tires  or  rubber  stocks  comparable  in  quality  to  tires,  and 
shall  be  commercially  clean. 

'•  Bicycle  Tires.— This  kind  shall  consist  of  bicycle 
tires,  with  or  without  beads,  and  shall  be  free  from 
oxidized  tires  and  metal  valves. 

“  Passenger  Tire  Beads. — This  kind  shall  consist  of 
the  beads  of  all  motor  car  tires  having  six  plies  or  less. 

'•  Truck  Tire  Beads. — This  kind  shall  consist  of  the 
beads  of  all  motor  car  tires  having  seven  or  more  plies. 

••  Air  Bags  and  Water  Bags.— This  kind  shall  consist 
of  air  bags  or  water  bags  and  shall  be  free  from  metal  and 
from  burnt,  cracked  rubber. 

“  .\ir  Brake  Hose.— This  kind  shall  consist  of  railroad 
air  brake  hose  and  shall  be  free  from  steam  hose  or  any 
other  kind  of  hose. 

'•  Miscellaneous  Hose. — This  kind  shall  consist  of  all 
types  of  rubber  hose  except  Air  Brake  Hose  and  shall  be 
free  from  metal,  rags,  and  rope.  • 

‘0  Mats  and  Matting. — This  kind  shall  consist  of  all 
types  of  rubber  mats  and  matting,  and  shall  be  free  from 
metal,  rags,  and  rope. 

••  Rubber  Boots  and  Shoes. — This  kind  shall  consist 
of  rubber  boots  and  shoes,  untrimmed  arctics,  and  tennis 
shoes,  including  black,  white  or  colored  boots  and  shoes, 
both  top  shoes  and  gaiters,  and  light  all-rubber  gaiters. 
It  shall  be  free  from  leather. 

“  No-Mark  Soles  and  Trimmings. — This  kind  shall 
consist  of  rubber  soles,  and  the  trimmings  from  rubber 
soles,  made  from  white  or  light  colored  stock  but  shall  be 
free  from  black  rubber  stock,  metal,  leather,  wood,  and 
other  extraneous  materials. 

“  Black  Soles  and  Trimmings. — This  kind  shall  con¬ 
sist  of  rubber  soles,  and  the  trimmings  from  rubber  soles, 
made  from  black  rubber  stock  and  shall  be  free  from 
metal,  leather,  wood,  and  other  extraneous  materials. 

“  Rubber  Heels. — This  kind  shall  consist  of  rubber 
heels  with  or  without  nails  and  shall  be  free  from  leather. 

“  Miscellaneous  Scrap  Rubber. — This  kind  shall  con¬ 
sist  of  miscellaneous  unsorted  rubber  articles  and  articles 
not  elsewhere  classified  in  Tables  I,  II  or  III.  • 

(e)  Packing.  (1)  *  •  * 

(i)  Mixed  and  beadless  tires,  solid  tires 
and  bicycle  tires  may  be  shipped  bundled 
or  loose  in  cars. 

(ii)  All  other  kinds  of  scrap  rubber 
shall  be  packed  in  bags,  bales  or  bundles, 
with  each  kind  packed  separately.  Each 
bale  or  bundle  shall  weigh  not  less  than 
500  pounds  nor  more  than  1500  pounds 
and  shall  be  well  and  securely  bound. 

«  •  •  •  • 

§  1315.1262  Effective  dates  of  amend- 
TTlStltS,  ♦  ♦  ♦ 

(d)  Amendment  No.  3  (§  1315.1263 

(a)  and  (e)  (1))  to  Revised  Price  Sched¬ 
ule  No.  87,  as  amended,  shall  become 
effective  October  31,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 

«  Administrator. 

[P.  R.  Doc.  42-10867;  Piled,  October  26,  1042; 

3:38  p.  m.] 


Part  1315 — Rubber  and  Products  and 
Materials  of  Which  Rubber  is  a  Com¬ 
ponent 

[MPR  229 ,•  Amendment  2] 

RETAIL  AND  WHOLESALE  PRICES  FOR  VICTORY 
LINE  WATERPROOF  RUBBER  FOOTWEAR 

A  Statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amendment 


*  »  7  PR.  7740. 


has  been  issued  simultaneously  herewith 
and  filed  with  the  Division  of  the  Federal 
Register.* 

A  new  sentence  is  added  to  §  1315.1702, 
as  set  forth  below; 

§  1315.1702  Maximum  retail  and 
wholesale  prices  for  Victory  line  foot¬ 
wear.  *  *  * 

A  seller  to  whom  unserviceable  foot¬ 
wear  is  surrendered  by  a  buyer  in  accord¬ 
ance  with  Ration  Order  No.  6,  issued  by 
the  OflBce  of  Price  Administration,  is  not 
required  to  make  any  deduction  from 
the  maximum  price  determined  in  ac¬ 
cordance  with  §  1315.1703  or  §  1315.1704 
of  this  regulation  for  the  footwear  sold 
to  such  buyer. 

§  1315.1712a  Effective  dates  of  amend¬ 
ments.  *  *  * 

(b)  Amendment  No.  2  (§  1315.1702)  to 
Maximum  Price  Regulation  No.  229  shall 
become  effective  October  31,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 

Administrator. 

[P.  R.  DOC,  42-10856;  Piled.  October  26,  1942; 

3:43  p.  m.] 


Part  1340 — Fuel 
[RPS  88,‘  Amendment  36] 
PETROLEUM  AND  PETROLEUM  PRODUCTS 

A  Statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amend¬ 
ment  has  been  issued  simultaneously 
herewith  and  has  been  filed  with  the 
Division  of  the  Federal  Register.* 
Subdivision  (viii)  set  forth  in 
§  1340.159  (c)  (1)  as  amended  by  Amend¬ 
ment  No.  24  is  hereby  made  effective  as 
of  February  2,  1942,  A  new  subdivision 
(X)  is  added  to  §  1340.159  (c)  (1)  as  fol¬ 
lows: 

§  1340.159  Appendix  A:  Maximum 
prices  for  petroleum  and  petroleum 
products.  •  •  * 

(c)  Specific  prices.  •  •  • 

(1)  Crude  petroleum.  •  •  • 

(X)  Texas.  Effective  February  2,  1942 
the  maximum  price  at  the  receiving  tank 
for  crude  distillate  of  50°  gravity  and 
above  produced  from  the  Partlow  lease, 
Hardin  field.  Liberty  County,  Texas,  shall 
be  $1.53  per  barrel. 

§  1340.158a  Effective  dates  of  amend¬ 
ments.  •  *  ♦ 

(jj)  (1)  The  provisions  of  §  1340.159 
(c)  (1)  (viii)  added  by  Amendment  No. 
24  shall  become  effective  as  of  February 
2,  1942.  (2)  Amendment  No.  36  (§§ 

1340.159  (c)  (1)  (viii)  and  1340.159  (c) 
(1)  (X)  to  Revised  Price  Schedule  No. 


♦Copies  may  be  obtained  from  the  Office  of 
Price  Administration. 

‘7  P.R.  1107,  1371,  1798,  1799,  1886,  2132, 
2304,  2452,  2634,  2945,  3116,  3482,  3524,  3576, 
3895,  3963,  4483,  4653,  4854,  4857,  5481,  5867, 
5868,  5988,  6957,  6167,  6471,  6680,  7242,  7838, 
8433,  8478. 
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88)  shall  become  effective  October  81, 
1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871). 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

(P.  R.  Doc.  42-10850;  PUed,  October  26,  1042; 
3:41'p.  m.l 


Part  1351 — Poods  and  Food  Products 
|RPS  53  *  Amendment  131 
FATS  AND  OILS 

A  statement  of  the  considerations  In¬ 
volved  in  the  issuance  of  this  amendment 
has  been  issued  simultaneously  herewith 
and  has  been  filed  with  the  Division  of 
Uie  Federal  Register.* 

A  new  paragraph  (f)  is  added  to  S 
1351.151  as  set  forth  below: 

§  1351.151  Maximum  prices  lor  fats 
and  oils.  •  •  * 

(f)  The  purchase  of  oil-bearing  mate¬ 
rials  from  a  processor  who  is  to  process 
the  oil-bearing  materials  for  the  pur¬ 
chaser  is  forbidden,  if  the  combined  cost 
of  (1)  the  oil-bearing  materials  and  (2) 
the  processing  toll  exceeds  the  maximum 
price  established  by  Revised  Price  Sched¬ 
ule  No.  53  for  the  type  and  quantity  of 
oil  produced  from  the  oil-bearing  mate¬ 
rials.  If  the  meal  or  other  by-products 
produced  from  the  oil-bearing  materials 
are  to  be  retained  by  the  processor,  the 
value  of  the  meal  or  other  by-product 
retained  must  be  considered  in  determin¬ 
ing  the  cost  of  the  processing  toll. 

*  «  «  •  • 

§  1351.159  Effective  dates  of  amend¬ 
ments.  *  •  • 

(m)  Amendment  No.  13  (§  1351.151 
(f))  to  Revised  Price  Schedule  No.  53 
shall  become  effective  October  31,  1942. 

(I^b.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  P.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

IP.  R.  Doc.  42-10859;  Piled,  October  26.  1942i 
3:41  p.  m.l 


Part  1351 — Food  and  Pood  Products 
(RP8  53,*  Amendment  14] 

FATS  AND  OILS 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amendment 
has  been  issued  simultaneously  herewith 
and  has  been  filed  with  the  Division  of  the 
Federal  Register.* 

Subdivisions  (i),  (iii),  (ix),  (x)  and 
(xi)  of  §  1351.151  (b)  (8)  are  amended, 
and  inferior  subdivisions  (to),  (n),  (o) 
and  (p)  are  added  to  S  1351.151  (b)  (8) 
to  read  as  set  forth  below: 

*Coples  may  be  obtained  from  Office  of 
Price  Administration. 

*7  PR.  1309,  1836,  2132,  3430,  3821,  4229, 
4294,  4484,  5605,  7665,  7666,  7977,  8204. 


§  1351.151  Maximum  prices  for  fats 
and  oils.  •  •  • 

(b)  •  •  • 

(8)  *  *  • 

(i)  Chicago  and  East  St.  Louis  hosing 
points  area.  This  area  shall  include  that 
part  of  the  continental  United  States  east 
of  the  Mississippi  River  and  north  of  the 
northern  boundaries  of  Tennessee  and 
North  Carolina,  except  Minnesota.  Chi¬ 
cago  and  East  St.  Louis  basing  points 
maximum  prices:  •  •  • 

(iii)  Multiple  hosing  point  area.  This 
area  shall  include  that  part  of  the  con¬ 
tinental  United  States  west  of  the  Mis¬ 
sissippi  River  and  all  of  the  State  of 
Minnesota.  Basing  points  shall  be  as 
follows :  *  *  * 

(ix)  The  maximum  prices  for  proc¬ 
essors,  established  by  §  1351.151  (b) 
(8),  (i),  (ii)  and  (iii)  of  this  schedule, 
are  maximum  prices  for  carload  sales  of 
a  lard  commodity  or  combination  of  lard 
commodities  where  such  carload  is  sold 
to  one  buyer  and  shipped  in  one  ship¬ 
ment  whether  a  through  car  shipment, 
single  destination,  or  a  stop-over  Joint 
car  shipment,  more  than  one  destination. 

(x)  The  processor’s  maximum  price  for 
less  than  carload  sales  shall  be  the  proc¬ 
essor’s  maximum  delivered  price  at  the 
community  of  sale,  as  established  by 
§  1351.151  (b)  (8)  (i),  (ii)  and  (iii)  of 
this  schedule,  plus  %  cent  per  pound. 

(xl)  Section  1351.151  (b)(8)(ix)  and 
(X)  shall  apply  whether  the  sale  is  made 
direct  or  through  branch  house  or  car- 
route  activity  or  similar  form  of  selling, 
so  long  as  such  selling  unit  is  processor- 
owned  or  operated. 

(xil)  *  *  * 

(to)  "Tare”  means  15%  of  the  packing 
house  product  freight  rate,  whether  car¬ 
load  sale  or  less  than  carload  sale  and  re¬ 
gardless  of  package  or  type  of  lard. 

(n)  "Packing  house  product  freight 
rate”  means  the  packing  house  product 
freight  rate,  published  in  public  tariffs  for 
minimum  30,000  poimd  weight  packing 
house  products  (except  canned  meats)  or 
if  no  rate  for  30,000  pound  minimum 
weight  same  class  is  available  the  nearest 
minimum  weight  carload  established  for 
same  class  shall  apply  in  computing 
maximum  prices  under  §  1351.151  (b)  (8) 
of  this  schedule. 

(o)  "Community  of  sale”  means  that 
point  at  which  the  purchaser  from  the 
processor  resells  the  lard  so  purchased, 
regardless  of  the  point  at  which  actual 
delivery  of  the  lard  from  the  processor  to 
tile  purchaser  takes  place. 

(p)  "The  maximum  price  delivered” 
means  the  maximum  price  delivered  at 
the  community  of  sale,  as  established  by 
S  1351.151  (b)(8)(i).  (UX  and  (iii),  re¬ 
gardless  of  the  method  of  shipment  and 
regardless  of  the  point  at  which  actual 
delivery  of  the  lard  from  the  processor  to 
the  purchaser  takes  place.  It  also  means 
the  actual  dollars  and  cents  figure,  as 
computed  decimally  under  §  1351.151 
(b)(8),  and  no  higher  price  may  be 
charged,  although  the  processor  may  ad¬ 
just  this  maximum  price  downward  to 
the  next  nearest  eighth  of  a  cent  or  lower 
figure,  if  he  so  desires. 

*  *  *  £  ^ 


§  1351.159  Effective  date  of  amend¬ 
ments.  *  *  * 

(n)  Amendment  No.  14  (§  1351.151 
(b)  (8)  (i),  (iii),  (ix),  (x),  (xi)  and  (xii) 
to  Revised  Price  Schedule  No.  53  shall 
become  effective  October  31, 1942.  ^ 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

[P.  R.  Doc.  42-10860;  Filed,  October  26.  1942; 
3:39  p.  m.] 


Part  1351 — Food  and  Food  Products 
[MPR  249] 

SALES  OF  CERTAIN  SEASONAL  FOOD  PRODUCTS 
AT  WHOLESALE 

Mincemeat  Glaced  or  candled 

Plum  pudding  fruits  and  peels 

F7g  pudding  Stuffed  dried  fruits 

Date  pudding  Dried  figs 

Christmas  cookies  Pure  sorghum 

Fruit  cake  syrup 

Holiday  candy  Pitted  and  macer- 

Chocolate  'covered  ated  dates  and  date 
cherries  products 

Sweet  apple  cider 

In  the  Judgment  of  the  Price  Admin¬ 
istrator,  it  is  necessary  and  proper  to 
establish  maximum  prices  for  the  sale  at 
.  wholesale  of  certain  seasonal  food  prod¬ 
ucts  which  were  not  generally  sold  at 
wholesale  during  March  1942. 

The  maximum  prices  established  by 
^  this  Maximum  E*rice  Regulation  No.  249 
‘  are,  in  the  Judgment  of  the  Price  Admin¬ 
istrator,  generally  fair  and  equitable  and 
will  effectuate  the  purposes  of  the  Emer¬ 
gency  Price  Control  Act  of  1942,  as 
amended,  and  Executive  Order  No.  9250. 
A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  Maximum 
Price  Regulation  No.  249  has  been  filed 
with  the  Division  of  the  Federal  Reg¬ 
ister.* 

Therefore,  under  the  authority  vested 
in  the  Price  Administrator  by  the  Emer¬ 
gency  Price  Control  Act  of  1942,  as 
amended,  and  Executive  Order  No.  0250, 
Maximum  Price  Regulation  No.  249  is 
hereby  issued. 

Sec. 

1351.751  Applicability  of  this  Maximum 

Price  Regulation  No.  249. 

1351.752  Prohibition  against  selling  or  buy¬ 

ing  at  prices  higher  than  those 
established. 

1851.753  How  a  wholesaler  calculates  his 

maximum  prices  for  seasonal 
food  products  listed  In  Appendix 

A. 

1851.754  Maximum  prices  cannot  be 

changed. 

1351.755  Maximiun  prices  must  be  listed. 

1351.756  Maximum  prices  where  rules  of 

§  1351.753  cannot  be  applied. 

1351.757  Fractions  of  cents. 

1351.758  Applicability  of  the  General  Maxi¬ 

mum  Price  Regulation  and  other 
Maximum  Price  Regvdatlons. 

1351.759  Evasion. 

1351.760  Enforcement. 

1351.761  Export  sales. 

1351.762  Definitions. 

1351.763  Effective  date. 

1351.764  Appendix  A:  List  of  seasonal  food 

products. 


FEDERAL  REGISTER,  Wednesday,  October  28,  1942 


8703 


Sec. 

1351.765  Appendix  B;  Form  for  listing  max¬ 
imum  prices  computed  under 
this  Maximum  Price  Regulation 
No.  249. 

Aothortty:  i§  1351.751  to  1351.765,  Inclu¬ 
sive,  issued  under  Pub.  Laws  421  and  729, 
77th  Cong.,  E.O.  9250,  7  F.R.  7871. 

§  1351.751  Applicability  of  this  Maxi¬ 
mum  Price  Regulation  No.  249  —  (a) 
What  commodities  may  be  priced  under 
this  Maximum  Price  Regulation  No.  249. 
This  Maximum  Price  Regulation  No.  249 
applies  only  to  the  particular  seasonal 
food  products  listed  in  Appendix  A 
(§  1351.764)  of  this  Maximum  Price  Reg¬ 
ulation  No.  249. 

(b)  To  what  types  of  sellers  this  Max¬ 
imum  Price  Regulation  No.  249  applies. 
This  Maximum  Price  Regulation  No.  249 
applies  only  to  sellers  at  wholesale  of  sea¬ 
sonal  food  products  (hereinafter  referred 
to  as  wholesalers). 

(c)  Geographical  applicability  of  this 
Maximum  Price  Regulation  No.  249. 
This  Maximum  Price  Regulation  No.  249 
applies  to  the  continental  United  States 
and  the  District  of  Columbia,  but  not  to 
the  territories  and  possessions  of  the 
United  States. 

§  1351.752  Prohibition  against  selling 
and  buying  it  higher  than  maximum 
prices.  On  and  after  October  26,  1942, 
the  date  this  Maximum  Price  Regulation 
;To,  249  takes  effect,  regardless  of  any 
contract  or  obligation,  no  person  is  per¬ 
mitted  to  sell  or  deliver  at  wholesale  any 
item  of  the  seasonal  food  products  listed 
in  §  1351.754,  Appendix  A,  at  a  price 
which  is  higher  than  the  maximum  price 
established  by  this  Maximum  Price  Reg¬ 
ulation  No.  249,  and  no  person  is  permit¬ 
ted  to  buy  or  receive  any  item  of  these 
seasonal  food  products  from  a  wholesaler 
in  the  comse  of  trade  or  business  at  a 
price  which  is  higher  than  that  maxi¬ 
mum  price.  Lower  prices  than  the  max¬ 
imum  prices  may  be  charged  and  paid. 

§  1351.753  How  a  wholesaler  calcu¬ 
lates  his  maximum  price  for  seasonal  food 
products  listed  in  Appendix  A.  The 
wholesaler  shall  calculate  his  maximum 
P-ice  for  each  item  of  a  seasonal  food 
product  (that  is,  for  each  kind,  style  or 
type,  grade,  brand,  container  type  and 
size)  listed  in  Appendix  A  as  follows: 

(a)  The  maximum  price  rule.  The 
wholesaler  shall  first  find  his  “net  cost” 
of  the  item  of  the  seasonal  food  product 
he  is  pricing.  He  must  then  multiply 
that  “net  cost”  by  his  “1941  percentage 
markup”.  The  meanings  of  “net  cost” 
and  “1941  percentage  markup”  are  ex¬ 
plained  in  paragraphs  (b)  and  (c)  which 
follow. 

(b)  The  meaning  of  "net  cost".  “Net 
cost”  as  used  in  the  maximum  price  rule 
above  means  the  amount  the  wholesaler 
paid  for  the  item  delivered  at  his  cus¬ 
tomary  receiving  point  less  all  discounts 
and  all  allowances  allowed  him,  except 
the  discount  for  prompt  payment.  No 
charge  or  cost  for  local  unloading  or  local 
trucking  shall  be  included  in  “net  cost”. 
“Net  cost”  shall  be  based  on  the  first  lot 
delivered  to  the  wholesaler  after  August 
1,  1942  of  a  customary  quantity  from  a 
customary  supplier  and  by  the  customary 


mode  of  transportation:  Provided,  that  if 
the  cost  to  the  wholesaler  of  a  seasonal 
food  product  is  adjusted  by  any  regula¬ 
tion  issued  after  August  1,  1942,  by  the 
Office  of  Price  Administration,  then  “net 
cost”  shall  be  based  on  the  first  lot  de¬ 
livered  to  the  wholesaler  at  prices  sub¬ 
ject  to  the  new  regulation. 

(c)  The  meaning  of  "1941  percentage 
markup".  The  percentage  which  the 
wholesaler  shall  use  as  his  “1941  per¬ 
centage  markup”  depends  upon  whether 
or  not  in  1941  he  sold  the  same  item  of 
the  seasonal  food  product  being  priced: 

(1)  If  the  wholesaler  did  sell  the  item 
being  priced  during  1941,  he  shall: 

(1)  Select  the  class  of  purchasers  to 
whom  he  made  the  largest  proportion  of 
total  sales  of  all  merchandise  during 
1941,  then 

(ii)  Take  the  price  at  which  he  made 
the  first  sale  of  the  item  being  priced  to 
a  customer  in  this  class  out  of  stocks 
received  after  January  1,  1941,  and 

(iii)  Divide  this  price  by  his  net  cost  ‘ 
of  the  item  in  the  first  shipment  received 
in  1941. 

The  resulting  figure  is  the  wholesaler’s 
“1941  percentage  markup”  for  that  class 
of  purchasers. 

(2)  If  the  wholesaler  did  not  sell  the 
item  being  priced  during  1941,  but  did 
sell  another  item  of  the  same  seasonal 
food  product,  he  shall  use  his  “1941  per¬ 
centage  markup”  calculated  as  in  (c)  (1) 
above,  on  the  largest  volume  item  of  that 
seasonal  food  product  which  he  did  sell 
during  1941. 

(d)  Prices  for  other  classes  of  pur¬ 
chasers.  If  a  wholesaler  had  a  practice 
during  March,  1942  of  giving  to  different 
classes  of  purchasers,  allowances,  dis¬ 
counts  or  other  price  differentials,  he 
shall  add  to  or  subtract  from  the  maxi¬ 
mum  price  he  has  set  for  the  particular 
class  of  purchasers  under  paragraph  (c) 
as  follows:  (1)  For  each  class  to  whom 
the  wholesaler  customarily  sells  at 
higher  prices,  he  adds  to  the  maximum 
price  first  calculated  the  amount  of  his 
customary  percentage  increase  and  thus 
obtains  the  maximum  price  for  that 
class.  (2)  For  each  class  to  whom  the 
wholesaler  customarily  sells  at  a  lower 
price,  he  subtracts  from  the  maximum 
price  first  calculated  the  amount  of  his 
customary  percentage  discount  and  thus 
obtains  the  maximum  price  for  that 
class. 

(e)  If  the  wholesaler  did  not  sell  any 
item  of  that  seasonal  food  product  dur¬ 
ing  1941,  his  maximum  price  for  any 
item  of  a  seasonal  food  product  listed  in 
Appendix  A  shall  be  the  same  as  the 
maximum  price  determined  under  this 
Maximum  Price  Regulation  No.  249  for 
that  item  by  his  most  closely  competitive 
seller  of  the  same  class  to  the  same  class 
of  purchasers,  or  if  this  competitor  has 
not  established  a  maximum  price  for  the 
same  item,  his  maximum  price  deter¬ 
mined  for  a  similar  item.  A  similar  item 
is  one  which  is  of  the  same  kind,  quality 
and  quantity  and  would  ordinarily  sell 


'  Net  cost  in  1941  shall  be  defined  as  In 
paragraph  (b)  of  §  1351.753,  except  that  It 
shall  be  btused  on  the  first  shipment  received 
during  1941. 


in  the  same  price  line  as  the  item  being 
priced. 

§  1351.754  Maximum  prices  cannot  be 
changed.  Once  established,  a  maximum 
price  determined  under  this  Maximum 
Price  Regulation  No.  249  may  not  be 
changed  except  with  the  written  permis¬ 
sion  of  a  district,  state  or  regional  office 
of  the  Office  of  Price  Administration,  in 
cases  of  clerical  error  or  other  formal 
mistakes.  A  wholesaler’s  maximum  price 
is  “established”  as  soon  as  he  has  listed  a 
price  for  an  item  in  accordance  with 
§  1351.755,  or  has  disclosed  it  by  offer  of 
sale  or  notice  of  any  kind. 

§  1351.755  Maximum  prices  must  be 
listed.  Before  making  any  sales  of  any 
seasonal  food  product  covered  by  this 
Maximum  Price  Regulation  No.  249, 
every  wholesaler  shall  list  in  writing  his 
maximum  prices  for  that  seasonal  food 
product  on  a  form  similar  to  the  form 
set  out  in  Appendix  B  (§  1351.765),  and 
shall  preserve  this  form  for  examination 
by  the  Office  of  Price  Administration. 
In  addition  to  the  records  required  by 
§  1499.11  of  the  General  Maximum  Price 
Regulation,  every  wholesaler  shall  keep 
all  records  and  invoices  from  which  he 
calculated  his  maximum  prices  under 
this  Maximum  Price  Regulation  No.  249 
for  so  long  as  the  Emergency  Price  Con¬ 
trol  Act  of  1942,  as  amended,  remains  in 
effect. 

§  1351.756  Maximum  prices  where 
rules  of  §  1351.753  cannot  be  applied.  If 
a  wholesaler  cannot  determine  his  maxi¬ 
mum  price  for  any  item  of  a  seasonal 
food  product  under  the  provisions  of 
§  1351.753  he  shall  file  an  application 
with  the  appropriate  Regional  Office  of 
the  Office  of  Price  Administration  setting 
forth  (a)  a  description  in  detail  of  the 
item  of  a  seasonal  food  product  for  which 
a  maximum  price  is  sought;  (b)  a  state¬ 
ment  of  the  reasons  why  the  maximum 
price  cannot  be  determined  under  the 
provisions  of  §  1351.753;  (c)  a  statement 
of  the  nature  of  applicant’s  business, 
pricing  methods  and  customary  markups 
on  comparable  items;  and  (d)  a  request 
that  a  maximum  price  be  established 
for  that  item  of  that  seasonal  food  prod¬ 
uct  for  applicant. 

§  1351.757  Fractions  of  cents.  If  the 
calculation  of  a  maximum  price  for  a 
customary  unit  of  sale,  i.  e.,  case,  carton, 
dozen,  etc.,  under  this  regulation  results 
in  a  fraction  of  less  than  one-half  cent, 
the  maximum  price  shall  be  reduced  to 
the  nearest  lower  cent;  if  the  calculation 
results  in  a  fraction  of  one-half  cent  or 
more,  it  shall  be  increased  to  the  nearest 
higher  cent. 

§  1351.758  Applicability  of  the  Gen¬ 
eral  Maximum  Price  Regulation  and 
other  Maximum  Price  Regulations.  'The 
provisions  of  this  Maximum  Price  Regu¬ 
lation  No.  249  supersede  the  provisions 
of  the  General  Maximum  Price  Regula¬ 
tion  or  any  other  applicable  price  regu¬ 
lation,  order  or  supplementary  regulation 
issued  by  the  Office  of  Price  Administra¬ 
tion  with  respect  to  sales  and  deliveries 
of  the  seasonal  food  products  listed  in 
Appendix  A  (§  1351.764).  However,  the 
following  sections  of  the  General  Maxi- 
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mum  Price  Regulation,  as  well  as  the 
amendments  to  them,  shall  continue  to 
be  applicable  to  every  wholesaler  selling 
such  seasonal  food  product: 

(a)  Transfers  of  business  or  stock  in 
trade  (§  1499.5). 

(b)  Federal  and  state  taxes  (§  1499.7). 

(c)  Base-period  records  (§  1499.11). 

(d)  Current  records  (§  1499.12). 

(e)  Sales  slips  and  receipts  (§  1499.14). 

(f)  Registration  (§  1499.15). 

(g)  Licensing  (§  1499.16). 

(h)  Definitions  (§  1499.20). 

§  135 '..759  Evasion.  The  price  limi¬ 
tations  set  forth  in  this  Maximum  Price 
Regulation  No.  249  shall  not  be  evaded, 
whether  by  direct  or  indirect  methods,  in 
connection  with  an  offer,  solicitation, 
agreement,  sale,  delivery,  purchase  or  re¬ 
ceipt  of  or  relating  to  any  of  the  com¬ 
modities  covered  by  this  Maximum  Price 
Regulation  No.  249,  alone  or  in  conjunc¬ 
tion  with  any  other  commodity  or  by 
way  of  any  commission,  service,  trans¬ 
portation  or  other  trade  understanding, 
or  by  calculating  “net  cost”  on  purchases 
from  non-customary  suppliers,  purchEuses 
by  non-customary  modes  of  transporta¬ 
tion,  or  otherwise. 

S  1351.760  Enforcement.  Any  person 
violating  a  provision  of  this  Maximum 
Price  Regulation  No.  249,  is  subject  to 
the  criminal  penalties,  civil  enforcement 
actions,  license  suspension  proceedings, 
and  suits  for  treble  damages  provided  by 
the  Emergency  Price  Control  Act  of  1942, 
as  amended. 

§  1351.761  Export  sales.  The  maxi¬ 
mum  prices  at  which  a  person  may  ex¬ 
port  any  commodity  covered  by  this 
Maximum  Price  Regulation  No.  249  shall 
be  determined  in  accordance  with  the 
provisions  of  the  Revised  Maximum  Ex¬ 
port  Regulations  *  issued  by  the  Office  of 
Price  Administration. 

§  1351.762  Definitions,  (a)  When 
used  in  this  Maximum  Price  Regulation 
No.  249  the  terms: 

(1)  “Wholesaler”  means  any  pur¬ 
chaser  of  a  seasonal  food  product  for  re¬ 
sale  who,  without  substantially  changing 
its  form,  resells  the  seasonal  food  prod¬ 
uct  other  than  as  a  retailer. 

(2)  "Retailer”  means  any  purchaser 
for  resale  of  a  seasonal  food  product  who, 
without  substantially  changing  its  form, 
resells  the  seasonal  food  product  to  an 
ultimate  consumer  other  than  an  indus¬ 
trial,  institutional  or  commercial  user. 

(3)  “Item”  means  any  kind,  style  or 
type,  grade,  brand,  container  type  and 
size. 

(4)  “Christmas  cookies”  means  nov¬ 
elty  cookies  baked  from  special  formulae 
or  baked  in  special  shapes,  exclusively 
for  the  Holiday  Season  which  begins  with 
Thanksgiving  and  ends  with  New  Year’s 
Day. 

(5)  “Fruit  cake”  means  cake  baked  for 
sale  primarily  during  the  Holiday  Season 
which  begins  with  Thanksgiving  Day  and 
ends  New  Year’s  Day,  the  ingredients  of 
which  cake  include  a  large  portion  of 
dried  fruits,  glaced  fruits,  nuts,  and 
spices. 


(6)  “Holiday  candy”  means  any  candy 
which  is  manufactured  and  marketed 
specifically  for  such  holidays  or  festivals 
as  the  following:  St.  Valentine’s  Day, 
Washington’s  Birthday,  St.  Patrick’s  Day, 
Easter,  Mother’s  Day,  Fourth  of  July, 
Halloween,  Thanksgiving,  and  Christ¬ 
mas,  and  the  form,  color,  or  style  of 
which*  definitely  identifies  it  with  the 
particular  holiday  or  festival  to  the  ex¬ 
tent  that  such  candies  cannot  readily  be 
sold  after  the  special  occasion  for  which 
they  were  made. 

(7)  “Pure  sorghum  syrup”  means  the 
juice  from  sorghum  cane  evaporated  to 
a  syrup  consistency. 

(8)  “Pitted  dates’.’  means  domestic  or 
imported  dates,  from  which  the  pits  have 
been  removed,  but  which  otherwise  re¬ 
main  whole. 

(9)  “Macerated  dates”  means  domestic 
or  imported  dates  from  which  the  pits 
have  been  removed  and  which  have  been 
cut  into  two  or  more  pieces  or  have  been 
chopped,  sliced  or  ground. 

(10)  “Date  products”  means  any  prod¬ 
uct  containing  ninety  per  cent  or  more 
by  weight  of  macerated  domestic  or  im¬ 
ported  dates  combined  with  other  in¬ 
gredients. 

(b)  Unless  the  context  otherwise  re¬ 
quires,  the  definitions  set  forth  in  sec¬ 
tion  302  of  the  Emergency  Price  Control 


mSTBTTCnONS  TO  WHOLESALERS  IN  PREPARING 
becommended  form  for  recording  MAXIMITM 
PRICES  COMPUTED  ON  SEASONAL  FOOD  PRODUCTS 

Prices  shown  on  this  form  should  apply  to 
the  wholesaler’s  largest  class  of  customers. 

Attach  a  statement  to  the  form  showing 
customary  allowances,  discounts  or  price  dif¬ 
ferentials  in  effect  during  March,  1942. 

Two  horizontal  lines,  A  and  B,  should  be 
used  on  the  form  for  each  item.  Line  A 
should  show  the  information  regarding  the 
new  item  offered  in  the  1942  holiday  season. 
Line  B  should  show  the  corresponding  infor¬ 
mation  for  the  corresponding  item  offered  in 
the  1941  season. 

Column  1.  Date  of  Calculating  New  Ceiling 
Price.  Write  the  date  you  calculate  your 
ceiling  price  for  this  item.  You  can  make  no 


eral  Maximum  Price  Regulation  shall  ap¬ 
ply  to  the  terms  used  herein. 

§  1351.763  Effective  date.  This  Max¬ 
imum  Price  Regulation  No.  249  (§§  1351.- 
751  to  1351.765,  inclusive)  shall  become 
effective  October  26,*  1942. 

§  1351.764  Appendix  A:  List  of  season¬ 
al  food  products.  Any  food  commodity 
that  falls  within  any  of  the  following 
classifications  is  designated  as  a  seasonal 
food  product: 

(a)  Mincemeat. 

(b)  Plum  pudding. 

(c)  Fig  pudding. 

(d)  Date  pudding. 

(e)  Christmas  cookies. 

(f)  Fruit  cake. 

(g)  Holiday  candy. 

(h)  Chocplate  covered  cherries. 

(i)  Sweet  apple  cider. 

(j)  Glaced  or  candied  fruits  and  peels. 

(k)  Stuffed  dried  fruits. 

(l)  Dried  figs. 

(m)  Pure  sorghum  syrup. 

(n)  Pitted  and  macerated  dates  and  date 
products. 

§  1351.765  Appendix  B:  Form  for 
listing  maximum  prices  computed  under 
this  Maximum  Price  Regulation  No.  249. 
The  wholesaler  is  required  to  keep  a  list 
of  his  maximum  prices  for  seasonal  food 
products,  together  with  the  information 
which  he  used  in  calculating  his  maxi¬ 
mum  prices.  The  following  form  is 
suggested  for  such  listing: 


sales  until  you  have  calculated  your  new 
price  and  made  this  entry. 

Column  2.  Commodity  Description.  Write 
the  name  of  the  item  and  weight  or  con¬ 
tainer  size.  Also  show  any  other  information 
affecting  price,  such  as  brand,  package,  type, 
etc. 

Column  3.  Name  of  Supplier.  Write  the 
name  of  the  processor  or  distributor  from 
whom  you  first  received  this  item  each 
season. 

Column  4.  Net  Cost  of  First  Lot.  Write 
the  net  cost  for  the  first  shipment  you  re¬ 
ceived  at  the  beginning  of  the  1941  and  1942 
seasons.  “Net  cost’’  means  the  price  you 
paid  delivered  at  your  customary  receiving 
point,  less  all  discounts,  except  discount  for 
prompt  payment.  See  §  1351.753. 

Column  5.  Opening  Sale  Price.  Write  the 
price  at  which  you  made  your  first  sale  of 


Act  of  1942  and  in  §  1499.20  of  the  Gen- 

Unitxo  States  of  America 

OFFICE  or  PRICE  ADMINISTRATION 

Recommendod  Wholesaler’s  Form  For  Recordind  Maximum  Prices  Computed  on  Certain  Seasonal  Food  Products 

Authorized  in  MPR  240 

Do  not  file  this  form  with  OPA. 

Keep  in  your  place  of  business  for  inspection  at  any  time. 

Name  of  Street 

wholesaler _ _ _ address _ _ _ City - .... - State - ... - 


(1) 

(2) 

(a) 

(4)  1 

(8) 

(8) 

(7) 

Date  of 

®10«’l3t* 

iny  new 
ceiling 
price 

Commodity,  deswiption  (name, 
brand,  weight,  or  container  size) 

Name  of  supplier 

Net  cost 
first  lot 

1941  open¬ 
ing  sale 
price 

Percent¬ 

age 

mark-up 

used 

1942 

maxi¬ 

mum 

price 

10/25/42 

A.  Star  Apple  Cider  H-fal.  Jug... 

B.  Star  Apple  Cider  H^l.  jug... 

Star  Apple  Co.,  Inc . 

Star  Apple  Co.,  Inc . 

$2.10 

$1.80 

$1.06 

1. 10 
1.10 

$2.81 

A.  - . . 

B  . 

A 

B  .  — . 

. .  j 

•7  F  R.  6059,  7242. 
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this  item  in  the  1941  holiday  season  to  the 
customer  shown  in  column  6,  line  B.  (Leave 
line  A,  1942,  blank.) 

Important. — For  colximn  5.  The  1941 
sale  to  which  you  refer  must  be  the  first 
sale  to  a  customer  in  your  largest  class  of 
customers.  For  example,  if  you  do  a  cash 
and  carry  business,  but  you  have  a  few 
customers  to  whom  you  offer  delivery 
service,  you  must  refer  to  your  first  cash 
and  carry  sale  in  the  1941  season,  even 
though  you  sold  to  some  of  your  “de¬ 
livery”  customers  before  making  a  sale 
to  a  “cash  and  carry”  customer. 

Column  6.  Percentage  Mark-Up  Used.  Di¬ 
vide  your  1941  selling  price  for  this  item  (col. 
6)  by  your  1941  net  cost  (col.  4,  line  B)  and 
show  this  mark-up  in  col.  6,  line  B.  Show 
this  same  figure  in  col.  6,  line  A. 

Column  7.  1942  Maximum  Price.  Multiply 
the  percentage  mark-up  shown  in  col.  6,  line 
A  by  the  1942  net  cost  shown  in  col.  4,  line  A. 
The  figure  so  obtained  will  be  your  1942  max¬ 
imum  price.  (Leave  line  B,  1941,  blank.) 

If  the  maximum  price  is  determined  by 
using  a  competitor’s  1942  ceiling  price,  show 
the  following  Information: 

Line  A.  Fill  out  as  explained  above. 

Line  B.  Show  the  date  of  calculating  the 
price  in  column  1;  write  a  description  of  the 
commodity  your  competitor  stocks  in  column 
2;  write  your  competitor’s  name  and  address 
in  column  3  and  his  maximum  price  in 
column  7. 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 

Administrator. 

(F.  R.  Doc.  42-10861:  Filed,  October  26,  1942; 

3:39  p.  m.] 


Part  1351 — Food  and  Food  Products 
(MPR  250] 


SALES  OF  CERTAIN  SEASONAL  FOOD  PRODUCTS 
AT  RETAIL 


Mincemeat 
Plum  pudding 
Fig  pudding 
Date  pudding 
Christmas  cookies 
Fruit  cake 
Holiday  candy 
Chocolate  covered 
cherries 

Sweet  apple  cider 


Glaced  or  candied 
fruits  and  peels 
Stuffed  dried  fruits 
Dried  figs 
Pure  sorghum  syr- 
up 

Pitted  and  macer¬ 
ated  dates  and  date 
products 


In  the  judgment  of  the  Price  Adminis¬ 
trator,  it  is  necessary  and  proper  to  es¬ 
tablish  maximum  prices  for  the  sale  at 
retail  of  certain  seasonal  food  products 
which  were  not  generally  sold  at  retail 
during  March  1942. 

The  maximum  prices  established  by 
this  Maximum  Price  Regulation  No.  250 
are,  in  the  judgment  of  the  Price  Admin¬ 
istrator,  generally  fair  and  equitable  and 
will  effectuate  the  purposes  of  the  Emer¬ 
gency  Price  Control  Act  of  1942,  as 
amended,  and  Executive  Order  No.  9250. 
A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  Maximum 
Price  Regulation  No.  250  has  been  filed 
with  the  Division  of  the  Federal  Reg¬ 
ister.* 

Therefore,  under  the  authority  vested 
in  the  Price  Administrator  by  the  Emer¬ 
gency  Price  Control  Act  of  1942,  as 
amended,  and  Executive  Order  No.  9250, 


♦Copies  may  be  obtained  from  the  Office  of 
Price  Administration. 


Maximum  Price  Regulation  No.  250  is 
hereby  issued. 

Sec. 

1351.851  Applicability  of  this  Maximum 

Price- Regulation  No.  250. 

1351.852  Purpose. 

1351.853  Prohibition  ag;alnst  selling  or  buy¬ 

ing  at  prices  higher  than  those 
established. 

1351.854  How  a  retailer  calculates  his  maxi¬ 

mum  prices  for  seasonal  food 
products  listed  In  Appendix  A. 

1351.855  Maximum  prices  cannot  be  changed. 

1351.856  Records  require^;  maximum  prices 

must  be  added  to  base-period 
records. 

1351.857  Maximum  prices  where  rules  of 

§  1351.854  cannot  be  applied. 

1351.858  Fractions  of  cents. 

1351.859  Applicability  of  the  General  Maxi¬ 

mum  Price  Regulation  and  other 
Maximum  Price  Regulations. 

1351.860  Evasion. 

1351.861  Enforcement. 

1351.862  Export  sales. 

1351.863  Definitions. 

1351.864  Effective  date. 

1351.865  Appendix  A:  List  of  seasonal  food 

products. 

Authority:  §§  1351.851  to  1351.865,  inclu¬ 
sive,  issued  under  Pub.  Laws  421  and  729,  77th 
Cong.,  E  G.  9250,  7  F.R,  7871. 

§  1351.851  Applicability  of  this  Maxi¬ 
mum  Price  Regulation  No.  250 — (a) 
What  commodities  may  be  priced  under 
this  Maximum  Price  Regulation  No.  250. 
This  Maximum  Price  Regulation  No.  250 
applies  only  to  the  particular  seasonal 
food  products  listed  in  Appendix  A 
(§  1351.865)  of  this  Maximum  Price  Reg¬ 
ulation  No.  250. 

(b)  To  what  types  of  sellers  this  Maxi¬ 
mum  Price  Regulation  No.  250  applies. 
This  Maximum  Price  Regulation  No.  250 
applies  only  to  sellers  at  retail  of  seasonal 
food  products  (hereinafter  referred  to  as 
retailer) . 

(c)  Geographical  applicability  of  this 
Maximum  Price  Regulation  No.  250. 
This  Maximum  Price  Regulation  No.  250 
applies  to  the  continental  United  States 
and  the  District  of  Columbia,  but  not  to 
the  territories  and  possessions  of  the 
United  States. 

§  1351.852  Purpose.  The  purpose  of 
this  Maximum  Price  Regulation  No.  250 
is  to  permit  a  retailer  to  take  the  same 
percentage  markup  on  certain  seasonal 
food  products  sold  after  the  effective  date 
of  this  regulation  as  he  obtained  on  the 
same  items  in  1941. 

§  1351.853  Prohibition  against  selling 
and  buying  at  higher  than  maximum 
prices.  On  and  after  October  26,  1942, 
the  date  this  Maximum  Price  Regulation 
No.  250  takes  effect,  regardless  of  any 
contract  or  obligation,  no  person  is  per¬ 
mitted  to  sell  or  deliver  at  retail  any  item 
of  the  seasonal  food  products  listed  in 
§  1351.865,  Appendix  A,  at  a  price  which 
is  higher  than  the  maximum  price  estab¬ 
lished  by  this  Maximum  Price  Regulation 
No.  250,  and  no  person  is  permitted  to 
buy  or  receive  any  item  of  these  seasonal 
food  products  from  a  retailer  in  the  course 
of  trade  or  business  at  a  price  which  is 
higher  than  that  maximum  price.  Lower 
prices  than  the  maximum  prices  may  be 
charged  and  paid. 


1 


§  1351.854  How  a  retailer  calculates  his 
maximum  price  for  seasonal  food  prod¬ 
ucts  listed  in  Appendix  A.  The  retailer 
shall  calculate  his  maximum  price  for 
each  item  of  a  seasonal  food  product 
(that  is,  for  each  kind,  style  or  type, 
grade,  brand,  container  type  and  size) 
listed  in  Appendix  A  as  follows: 

(a)  The  maximum  price  rule.  The  re¬ 
tailer  shall  first  find  his  “net  cost”  of  the 
item  of  the  seasonal  food  product  he  is 
pricing.  He  must  then  multiply  that  “net 
cost”  by  his  “1941  percentage  markup.” 
The  meanings  of  “net  cost”  and  “1941 
percentage  markup”  are  explained  in 
paragraphs  (b)  and  (c)  which  follow. 

(b)  The  meaning  of  “net  cost”.  “Net 
cost”  as  used  in  the  maximum  price  rule 
above  means  the  amount  the  retailer 
paid  for  the  item  delivered  at  his  cus¬ 
tomary  receiving  point  less  all  discounts 
and  all  allowances  allowed  him,  except  the 
discount  for  prompt  payment.  No  charge 
or  cost  for  local  unloading  or  local  truck¬ 
ing  shall  be  included  in  “net  cost.”  “Net 
cost”  shall  be  based  on  the  first  lot  de¬ 
livered  to  the  retailer  after  August  1, 1942 
of  a  customary  quantity  from  a  cus¬ 
tomary  supplier  and  by  the  customary 
mode  of  transportation:  Provided.  That 
if  the  cost  to  the  retailer  of  a  seasonal 
food  product  is  adjusted  by  any  regula¬ 
tion  issued  after  August  1,  1942,  by  the 
OfiBce  of  Price  Administration,  then  “net 
cost”  shall  be  based  on  the  first  lot  de¬ 
livered  to  the  retailer  at  prices  subject 
to  the  new  regulation. 

(c)  The  meaning  of  “1941  percentage 
markup”.  The  percentage  which  the  re¬ 
tailer  shall  use  as  his  “1941  percentage 
markup”  depends  upon  whether  or  not  in 
1941  he  sold  the  same  item  of  the  seasonal 
food  product  being  priced: 

(1)  If  the  retailer  did  sell  the  item 
being  priced  during  1941,  he  shall: 

(1)  Take  the  price  at  which  he  made 
the  first  sale  of  the  item  being  priced,  out 
of  stocks  received  after  January  1,  1941 
and 

(ii)  Divide  this  price  by  his  net  cost  * 
of  the  item  in  the  first  shipment  received 
in  1941.  , 

The  resulting  figure  is  the  retailer’s 
“1941  percentage  markup.”  This  is  the 
figure  by  which  the  retailer  should  multi¬ 
ply  his  1942  “net  cost”  to  arrive  at  his 
ceiling  price. 

Example:  A  retailer  purchases  from 
his  supplier  a  shipment  of  Blank  brand 
of  plum  pudding  at  a  net  cost  of  24  cents 
per  package  in  November  1942.  Last 
year  he  made  his  first  purchase  of  Blank 
plum  pudding  at  a  net  cost  of  20  cents 
per  package  and  his  first  sales  were  made 
at  a  retail  price  of  25  cents. 

He  shall  find  his  1942  ceiling  price  for 
Blank  plum  pudding  as  follows: 

(a)  He  divided  25  cents  (his  1941 
opening  retail  price)  by  20  cents  (his  net 
cost  on  the  first  shipment  received  in 
1941). 


‘  Net  cost  In  1941  shall  be  defined  as  In 
paragraph  (b)  of  §  1351.854,  except  that  It 
shall  be  based  on  the  first  shipment  received 
during  1941. 
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1.25 

20]  25:06 

50 

40 

100 

100 

The  resulting  figure  of  1.25  is  his  “1941 
percentage  markup”  over  net  cost. 

(b)  He  multiplies  24  cents  (his  1942  net 
cost)  by  1.25  (his  “1941  percentage  mark¬ 
up”) 

$.24 

1.25 

120 

48 

24 


.3000 

(c)  30  cents  is  his  1942  ceiling  price. 

(2)  If  the  retailer  did  not  sell  the  item 

being  price  during  1941,  but  did  sell  an¬ 
other  item  of  the  same  seasonal  food 
product,  he  shall  use  his  “1941  percentage 
markup”  calculated  as  in  (c)  (1)  above, 
on  the  largest  volume  item  of  that  sea¬ 
sonal  food  product  which  he  did  sell  dur¬ 
ing  1941. 

(d)  Adjustment  of  maximum  prices 
for  different  classes  of  purchasers.  If  a 
retailer  had  a  practice  during  March  1942 
of  giving  to  different  classes  of  purchas¬ 
ers  allowances,  discounts  or  other  price 
differentials,  he  is  required  to  reduce  his 
maximum  price  calculated  for  any  food 
product  by  the  amount  of  such  allow¬ 
ances,  discounts  or  price  differentials. 
No  retailer  shall  change  his  customary 
allowances,  discounts  and  price  differen¬ 
tials  if  the  change  results  in  a  higher  net 
price. 

(e)  If  the  retailer  did  not  sell  any  item 
of  that  seasonal  food  product  during  1941, 
his  maximum  price  for  any  item  of  a  sea¬ 
sonal  food  product  listed  in  Appendix  A 
shall  be  the  same  as  the  maximum  price 
determined  under  this  Maximum  Price 
Regulation  No.  250  for  that  item  by  his 
most  closely  competitive  seller  of  the 
same  class,  or  if  this  competitor  has  not 
established  a  maximum  price  for  the 
s'’.me  item,  his  maximum  price  deter¬ 
mined  for  a  similar  item.  A  similar  item 
Is  one  which  is  of  the  same  kind,  quality 
and  quantity  and  would  ordinarily  sell  in 
the  same  price  line  as  the  item  being 
priced. 

§  1351.855  Maximum  prices  cannot 
be  changed.  Once  established,  a  maxi¬ 
mum  price  determined  under  this  Maxi¬ 
mum  Price  Regulation  No.  250  may  not 
be  chsmged  except  with  the  written  per¬ 
mission  of  a  district,  state  or  regional 
ofBce  of  the  Office  of  Price  Administra¬ 
tion,  in  cases  of  clerical  error  or  other 
formal  mistake.  A  retailer’s  maximum 
price  is  “established”  for  an  item  as  soon 
as  he  has  recorded  it  in  accordance  with 
§  1351.856,  or  has  disclosed  it  by  offer  of 
sale  or  notice  of  any  kind. 

§  1351.856  Records  required;  maxi¬ 
mum  prices  must  be  added  to  base- 
period  records,  (a)  On  the  same  day 
that  a  retailer  calculates  his  maximum 
price  under  this  regulation,  he  shall  re¬ 
cord  this  price  on  his  base-period  record, 
required  in  §  1499.11  of  the  General 
Maximum  Price  Regulation.  If  he  had 


an  old  maximum  price,  the  record  of 
this  old  price  shall  not  be  destroyed. 

(b)  The  retailer  shall  preserve  the 
records  of  how  he  arrived  at  his  “1941 
percentage  markup”  and  his  1942  ceiling 
price,  including  all  appropriate  invoices, 
for  so  long  as  the  Emergency  Price  Con¬ 
trol  Act  of  1942,  as  amended,  remains  in 
effect.  It  is  recommended  that  he  write 
directly  on  his  1942  invoice — that  is,  the 
invoice  from  which  he  has  taken  his 
1942  net  cost  for  any  seasonal  food  prod¬ 
uct — the  “percentage  markup”  he  has 
calculated  and  used. 

§  1351.857  Maximum  prices  where 
rules  of  §  1351.853  cannot  be  applied. 
If  a  retailer  cannot  determine  his  maxi¬ 
mum  price  for  any  item  of  a  seasonal 
food  product  under  the  provisions  of 
§  1351.853  he  shall  file  an  application 
with  the  appropriate  Regional  Office  of 
the  Office  of  Price  Administration  setting 
forth  (a)  a  description  in  detail  of  the 
item  of  a  seasonal  food  product  for  which 
a  maximum  price  is  sought;  (b)  a  state¬ 
ment  of  the  reasons  why  the  maximum 
price  cannot  be  determined  under  the 
provisions  of  §  1351.854;  (c)  a  statement 
of  the  nature  of  applicant’s  business, 
pricing  methods  and  customary  mark¬ 
ups  on  comparable  items;  and  (d)  a  re¬ 
quest  that  a  maximum  price  be  estab¬ 
lished  for  that  item  of  that  seasonal 
food  product  for  applicant. 

§  1351.858  Fractions  of  cents.  If  the 
calculation  of  a  maximum  price  for  a 
customary  unit  of  sale,  i.  e.,  can,  package, 
bottle,  jar,  pounds,  etc.,  under  this  regu¬ 
lation  results  in  a  fraction  of  less  than 
one-half  cent,  the  maximum  price  shall 
be  reduced  to  the  nearest  lower  cent;  if 
the  calculation  results  in  a  fraction  of 
one-half  cent  or  more,  it  shall  be  in¬ 
creased  to  the  nearest  higher  cent. 

§  1351.859  Applicability  of  the  General 
Maximum^  Price  Regulation  and  other 
Maximum  Price  Regulations.  The  pro¬ 
visions  of  this  Maximum  Price  Regula¬ 
tion  No.  250  supersede  the  provisions  of 
the  General  Maximum  Price  Regulation 
or  any  other  applicable  price  regulation, 
order  or  supplementary  regulation  is¬ 
sued  by  the  Office  of  Price  Administra¬ 
tion  with  respect  to  sales  and  deliveries 
of  the  seasonal  food  products  listed  in 
Appendix  A  (§  1351.865).  However,  the 
following  sections  of  the  General  Maxi¬ 
mum  Price  Regulation,  as  well  as  the 
amendments  to  them,  shall  continue  to 
be  applicable  to  every  retailer  selling 
such  seasonal  food  product: 

(a)  Determination  of  maximum  prices 
by  sellers  at  retail  operating  more  than 
one  retail  establishment  (§  1499.4  a). 

(b)  Transfers  of  business  or  stock  in 
trade  (§  1499.5). 

(c)  Federal  and  state  taxes  (§  1499.7). 

(d)  Base-period  records  (§  1499.11). 

(e)  Current  records  (§  1499.12). 

(f )  Sales  slips  and  receipts  (§  1499.14) . 

(g)  Registration  (§  1499.15). 

(h)  Licensing  (§  1499.16). 

(i)  Definitions  (§  1499.20). 

§  1351.860  Evasion.  The  price  limi¬ 
tations  set  forth  in  this  Maximum  Price 
Regulation  No.  250  shall  not  be  evaded, 
whether  by  direct  or  indirect  methods, 
in  connection  with  an  offer,  solicitation. 


agreement,  sale,  delivery,  purchase  or  re¬ 
ceipt  of  or  relating  to  any  of  the  com¬ 
modities  covered  by  this  Maximum  Price 
Regulation  No.  250,  alone  or  in  conjunc¬ 
tion  with  any  other  commodity  or  by  way 
of  any  commission,  service,  transporta¬ 
tion  or  other  trade  understanding,  or  by 
calculating  “net  cost”  on  purchases  from 
non-customary  suppliers,  purchases  by 
non-customary  modes  of  transportation, 
or  otherwise.  - 

§  1351.861  Enforcement.  Any  person 
violating  a  provision  of  this  Maximum 
Price  Regulation  No.  250,  is  subject  to 
the  criminal  penalties,  civil  enforcement 
actions,  license  suspension  proceedings, 
and  suits  for  treble  damages  provided  by 
the  Emergency  Price  Control  Act  of  1942, 
as  amended. 

§  1351.862  Export  sales.  The  maxi¬ 
mum  prices  at  which  a  person  may  export 
any  commodity  covered  by  this  Maximum 
Price  Regulation  No.  250  shall  be  deter¬ 
mined  in  accordance  with  the  provisions 
of  the  Revised  Maximum  Export  Regu¬ 
lation  *  issued  by  the  Office  of  Price  Ad¬ 
ministration. 

§  1351.863  Definitions.  (a)  When 
used  in  this  Maximum  Price  Regulation 
No.  250  the  term: 

(1)  “Retailer”  means  any  purchaser 
for  resale  of  a  seasonal  food  product 
who,  without  substantially  changing  its 
form,  resells  the  seasonal  food  product 
to  an  ultimate  consumer  other  than  an 
industrial,  institutional,  or  commercial 
user. 

(2)  “Item”  means  any  kind,  style  or 
type,  grade,  brand,  container  type  and 
size. 

(3)  “Christmas  cookies”  means  novel¬ 
ty  cookies  baked  from  special  formulae 
or  baked  in  special  shapes,  exclusively  for 
the  Holiday  Season  which  begins  with 
Thanksgiving  Day  and  ends  New  Year’s 
Day. 

(4)  “Fruit  cake”  means  cake  baked  for 
sale  primarily  during  the  Holiday  Season 
which  begins  with  Thanksgiving  Day  and 
ends  New  Year’s  Day,  the  ingredients  of 
which  cake  include  a  large  portion  of 
dried  fruits,  glaced  fruits,  nuts,  and 
spices. 

(5)  “Holiday  candy”  means  any  candy 
which  is  manufactured  and  marketed 
specifically  for  such  holidays  or  festi¬ 
vals  as  the  following :  St.  Valentine’s  Day, 
Washington’s  Birthday,  St.  Patrick’s 
Day,  Easter,  Mother’s  Day,  Fourth  of 
July,  Halloween,  Thanks^ving,  and 
Christmas,  and  the  form,  color,  or  style  of 
which  definitely  identifies  it  with  the 
particular  holiday  or  festival  to  the  ex¬ 
tent  that  such  candies  cannot  readily  be 
sold  after  the  special  occasion  for  which 
they  were  made. 

(6)  “Pure  sorghum  syrup”  means  the 
juice  from  sorghum  cane  evaporated  to 
a  syrup  consistency. 

(7)  “Pitted  dates”  means  domestic  or 
imported  dates,  from  which  the  pits  have 
been  removed,  but  which  otherwise  re¬ 
main  whole. 

(8)  “Macerated  dates”  means  domes¬ 
tic  or  imported  dates  from  which  the  pits 
have  been  removed  and  which  have  been 
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cut  Into  two  or  more  pieces  or  have  been 
chopped,  sliced  or  ground. 

(9)  “Date  products”  means  any  prod¬ 
uct  containing  ninety  percent  or  more 
by  weight  of  macerated  domestic  or  im¬ 
ported  dates  combined  with  other  Ingre¬ 
dients. 

(b)  Unless  the  context  otherwise  re¬ 
quires,  the  definitions  set  forth  in  sec¬ 
tion  302  of  the  Emergency  Price  Control 
Act  of  1942  and  in  §  1499.20  of  the  Gen¬ 
eral  Maximum  Price  Regulation  shall 
apply  to  terms  used  herein. 

§  1351.864  Effective  date.  This  Maxi¬ 
mum  Price  Regulation  No.  250  (§§  1351.- 
851  to  1351.865,  inclusive)  shall  become 
effective  October  26,  1942. 

§  1351.865  Appendix  A:  List  of  sea¬ 
sonal  food  products.  Any  food  commod¬ 
ity  that  falls  within  any  of  the  following 
classifications  is  designated  as  a  seasonal 
food  product: 

(a)  Mincemeat. 

(b)  Plum  pudding. 

(c)  Pig  pudding. 

(d)  Date  pudding. 

(e)  Christmas  cookies. 

(f)  Fruit  cake. 

(g)  Holiday  candy. 

(h)  Chocolate  covered  cherries. 

(I)  Sweet  apple  cider. 

(J)  Glaced  or  candied  fruits  and  peels. 

(k)  Stuffed  dried  fruits. 

(l)  Dried  figs. 

(m)  Pure  sorghum  syrup. 

(n)  Pitted  and  macerated  dates  and  date 
products. 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

IP.  R.  Doc.  42-10862;  Filed,  October  26,  1942; 

3:38  p.  m.] 


Part  1377 — Wooden^  Containers 
[MPR  117,>  Amendment  2] 

USED  EGG  CASES 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance' of  this  amendment 
has  been  prepared  and  is  issued  simul¬ 
taneously  herewith.* 

The  following  provisos  are  added  to 
paragraph  (e)  of  Appendix  A,  §  1377.21, 
and  §  1377.21,  Effective  dates  of  amend¬ 
ments,  added  by  Amendment  No.  1,  is 
amended  to  read  §  1377.20a: 

§  1377.21  Appendix  A.  *  *  * 

(e)  *  *  * 

•  *  *  Provided,  That  where  the  re¬ 
tail  establishment  is  located  more  than 
150  miles  from  the  establishment  of  any 
bulk  emptier  or  breaker  (as  defined  in 
§  1377.18  (a)  (4) )  or  used  egg  case  broker 
or  dealer  (as  defined  in  §  1377.18  (a)  (6) ) , 
the  maximum  prices 'established  in  this 
paragraph  (e)  may  be  increased  5  cents 
per  case  on  all  cases  sold  by  the  retailer 
if  (and  only  if)  the  retailer  does  not  pur¬ 
chase  any  used  egg  cases  from  sellers 
located  in  an  area  other  than  that  in 
which  the  retailer  is  located.  (Note:  The 
used  egg  case  areas  are  the  “Eastern 
Area”,  “Central  Area”,  and  “Western 
Area”.)  Provided  further.  That  where 
the  retail  establishment  is  located  within 


•Copies  may  be  obtained  from  the  Office  of 
Price  Admii>lstratlon. 

’  7  P  R.  2998,  4586. 


150  miles  of  the  establishment  of  a  bulk 
emptier  or  breaker  or  used  egg-case 
broker  or  dealer,  the  retail  establishment 
can  charge  this  extra  5  cents  per  case  if: 
(1)  the  retailer  writes  a  letter  to  the 
Lumber  Branch  of  the  OfiBce  of  Price  Ad¬ 
ministration,  Washington,  D.  C.,  certify¬ 
ing  that  his  establishment  cannot  obtain 
cases  from  any  bulk  emptier  or  breaker 
or  used  egg-case  broker  or  dealer  located 
within  150  miles  of  the  retailer’s  estab¬ 
lishment,  and  that  the  retailer  does  not 
purchase  used  egg  cases  from  sellers 
located  in  an  area  other  than  that  in 
which  the  retailer  is  located;  and  (2)  the 
OflQce  of  Price  Administration  by  letter 
authorizes  the  retailer  to  charge  the 
extra  5  cents  per  case. 

*  «  «  4>  * 

§  1377.20a  Effective  dates  of  amend- 
ments.  *  *  * 

(b)  This  Amendment  No.  2  (§  1377.21 
(e))  to  Maximum  Price  Regulation  117 
shall  become  effective  October  31,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

[F.  R.  Doc.  42-10863;  Piled,  October  26,  1942; 

3:38  p.  m.] 


Part  1390 — Machinery  and  Transpor¬ 
tation  Equipment 

{MPR  136,  as  Amended,^  Amendment  35] 

MACHINES  AND  PARTS  AND  MACHINERY 
SERVICES 

A  Statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amendment 
has  been  issued  simultaneously  herewith 
and  filed  with  the  Division  of  the  Fed¬ 
eral  Register.* 

New  subparagraph  (24)  is  added  to 
§  1390.25  (c)  and  new  paragraph  (jj)  is 
added  to  §  1390.31a  as  set  forth  below: 

§  1390.25  Petitions  for  amendment  or 
adjustment.  *  *  * 

(c)  Amendments.  •  *  * 

(24)  The  Tabor  Manufacturing  Com¬ 
pany.  Notwithstanding  the  provisions 
of  §§  1390.5  and  1390.6,  the  maximum 
price  applicable  to  the  sale  by  The  Tabor 
Manufacturing  Company,  Philadelphia, 
Pennsylvania  of  a  Jar-Ram,  Power 
Squeeze,  Trunnion  type,  Rollover  Ma¬ 
chine  with  15"  diameter  squeeze  cylinder, 
electrically  operated,  shall  be  $2750  f .  o.  b. 
PhiladelplWa. 

§  1390.31a  Effective  dates  of  amend¬ 
ments.  *  •  * 

(jj)  Amendment  No.  35  (§  1390.25  (c) 
(24) )  to  Maximum  Price  Regulation  No. 
136,  as  amended,  shall  become  effective 
October  30,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

[F.  R.  Doc.  42-10864;  PUed,  October  26,  1942; 
3:42  p.  m.j 


17  F.R.  5047,  5362,  5665,  5908,  6425,  6682, 
6899,  6964,  6965,  6937,  6973,  7010,  7246,  7320, 
7365,  7509,  7602,  7739,  7744,  7907,  7912,  7945, 
7944,  8198,  8362,  8433,  8479. 


Part  1499 — Commodities  and  Services 

[Supp.  Reg.  14  to  GMPR,  Amendment  45  ^ 
HALVAH 

Subparagraph  34  of  §  1499.73  (a)  is 
added  to  read  as  set  forth  below: 

§  1499.73  Modification  of  maximum 
prices  established  by  §  1499.2  of  the  Gen¬ 
eral  Maximum  Price  Regulation  for 
certain  commodities,  services  and  trans¬ 
actions.  (a)  The  maximum  prices  estab¬ 
lished  by  §  1499.2  of  the  General  Maxi¬ 
mum  Price  Regulation  for  the  commodi¬ 
ties,  services,  and  transactions  listed  be¬ 
low  are  modified  as  hereinafter  provided : 
*  «  *  * 

(34)  Halvah,  (i)  Maximum  price  for 
halvah,  sold  and  delivered  by  any  seller, 
whether  producer,  wholesaler  or  retailer, 
shall  be  determined  by  adding  2V2  cents 
per  pound  to  the  maximum  price  as  here¬ 
tofore  determined  under  §  1499.2  of  the 
General  Maximum  Price  Regulation  by 
any  such  seller,  and  the  sum  resulting 
shall  be  the  adjusted  maximum  price  for 
such  seller. 

(ii)  Definition  of  halvah.  “Halvah” 
means  all  kinds  of  halvah  including  plain, 
nut  and  chocolate  halvah  made  by  the 
processing  of  approximately  50%  ground 
hulled  sesame  seed  with  sugar,  flavoring, 
and  other  ingredients  resulting  in  a 
hardened  paste-like  confection. 

(b)  Effective  dates  of  amendments. 
•  *  * 

(46)  Amendment  No.  45  (§  1499.73 
(a)  (34))  to  Supplementary  Regulation 
No.  14  to  General  Maximum  Price  Regu¬ 
lation  shall  become  effective  October  31, 
1942. 

'(Pub.  Laws  421  and  729,  77th  Cong.; 
E.O.  9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

[F.  R.  Doc.  42-10866;  Piled.  October  26.  1942; 

3:43  p.  m.] 


Part  1499 — Commodities  and  Services 

[Order  98  Under  §  1499.18  (c)  of  GMPR] 

,  DURR  DRUG  COMPANY 

Order  No.  98  under  §  1499.18  (c)  of  the 
General  Maximum  Price  Regulation — 
Docket  No.  GF3-763. 

For  the  reasons  set  forth  in  an  opinion 
issued  simultaneously  herewith  It  is 
ordered: 

§  1499.948  Denial  of  petition  for  ad¬ 
justment  of  maximum  price  of  Salters 
Dental  Floss  in  V4  ounce  and  %2  ounce 
sizes  sold  by  the  Durr  Drug  Cofnpany,  of 
Montgomery,  Alabama,  (a)  The  peti¬ 
tion  of  the  Durr  Drug  Company  of  Mont¬ 
gomery,  Alabama,  filed  July  16, 1942,  and 
assigned  Docket  No.  GF3-763  requesting 
permission  to  increase  the  maximum 
price  to  retailers  of  Salters  Dental  Floss 
in  Yi  ounce  and  Vi2  ounce  sizes  is  denied. 

(b)  This  Order  No.  98  (§  1499.948) 
shall  become  effective  October  27,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator, 

[P.  R.  Doc.  42-10865;  Piled,  October  26,  1942; 

3:42  p.  m.] 
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Part  1357 — Cadmium 
(RPS  71  Amendment  2] 

PRIMARY  AND  SECONDARY  CADMIUM 

A  statement  of  the  considerations  in¬ 
volved  in  the  issuance  of  this  amendment 
has  been  issued  simultaneously  herewith 
and  has  been  filed  with  the  Division  of 
the  Federal  Register.* 

A  new  §  1357.2a  is  added  as  set  forth 
below; 

§  1357.2a  Adjustable  pricing.  Any  per¬ 
son  may  offer  or  agree  to  adjust  or  fix 
prices  to  or  at  prices  not  in  excess  of  the 
maximum  prices  in  effect  at  the  time  of 
delivery.  In  an  appropriate  situation, 
where  a  petition  for  amendment  or  for 
adjustment  or  exception  requires  ex¬ 
tended  consideration,  the  Administrator 
may,  upon  application,  grant  permission 
to  agree  to  adjust  prices  upon  deliveries 
made  during  the  pendency  of  the  peti¬ 
tion  in  accordance  with  the  disposition  of 
the  petition. 

§  1357.8a  Effective^  dates  of  amend- 
ments.  •  •  •  "*  . 

(b)  Amendment  No.  2  (§  1357.2a)  to 
Revised  Price  Schedule  No.  71  shall  be¬ 
come  effective  October  26,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.:  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Lson  Henderson, 

Administrator. 

IP.  R.  Doc.  42-10679;  Piled,  October  26.  1942; 

6:02  p.  m.] 


Part  1394 — Rationing  op  Fuel  and  Fuel 
Products 

(Supplement  1  to  Ration  Order  11  •( 

FUEL  oil  rationing  REGULATIONS 

§  1394.9101  Designation  of  unit  value 
in  gallons  of  fuel  oil. 

(a)  The  value  of  one  unit  represented 
by  coupons  on  Class  1  coupon  sheets  is 
hereby  fixed  as  ten  (10)  gallons  of  fuel 
oil,  in  all  thermal  zones. 

(b)  The  value  of  ten  units  represented 
by  coupons  on  Class  2  coupon  sheets  is 
hereby  fixed  as  one  hundred  (100)  gallons 
of  fuel  oil,  in  all  thermal  zones. 

(c)  This  Supplement  No.  1  (§  1394.- 
9101)  shall  become  effective  October  29, 
1942,  and  shall  continue  in  force  and 
effect  until  amended  by  further  order  or 
direction  of  the  OfiSce  of  Price  Adminis¬ 
tration. 

(Pub.  Law  421,  77th  Cong.,  W.PJB.  Dir.  1. 
Supp.  Dir.  1-0,  7  F.R.  562,  8418.) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 

Administrator. 

(P.  R.  Doc.  42-10878;  Piled,  October  26,  1942; 
6:02  p.  m.] 


'Copies  may  be  obtained  from  the  Office  of 
Price  Administration. 

>  7  Pil.  1346,  1836,  2132,  4586. 
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Part  1394 — ^Rationing  of  Fuel  and  Fuel 
Products 

(Amendment  14  to  Ration  Order  6A^] 
gasoline  rationing  regulations 
Temporary  Lthited  Banking  Amendment 

A  rationale  involved  in  the  issuance  of 
this  amendment  has  been  issued  simul¬ 
taneously  herewith  and  has  been  filed 
with  the  Division  of  the  Federal  Reg¬ 
ister.* 

Sixteen  new  sections,  §§  1394.1915 
through  1394.1930,  are  added  as  set  forth 
below: 

G<isoline  Ration  Bank  Accounts 

§  1394.1915  Meaning  of  terms  used  in 
§§  1394.1915  through  1394.1930.  When 
used  in  §§  1394.1915  through  1394.1930: 

(a)  “Accounts”  means  gasoline  ration 
bank  account. 

(b)  “Albany  Ration  Banking  Office” 
means  the  Ration  Banking  OflBce  of  the 
OflBce  of  Price  Administration,  76  State 
Street,  Albany,  New  York. 

(c)  “Area”  means  introductory  area. 

(d)  “Depositor”  means  a  person  re¬ 
quired  by  §  1394.1919  to  open  a  gasoline 
ration  bank  account. 

(e)  “Introductory  area”  means  the  fol¬ 
lowing  area  of  New  York  State:  the 
cities  of  Albany,  Schenectady,  Troy, 
Cohoes,  Rensselaer,  Mechanicville,  and 
Watervliet;  and  the  towns  of  Glenville, 
Rotterdam,  Niskayuna,  Guilderland, 
Colonie,  Waterford,  Schaghticoke,  Bruns¬ 
wick,  North  Greenbush,  East  Greenbush, 
and  Bethlehem, 

(f)  “Issue”  when  used  with  respect  to 
a  voucher,  means  the  delivery  of  a  com¬ 
pleted  voucher. 

(g)  “Listed  bank”  means  one  of  the 
following  banks  or  bank  branches: 

First  Trust  Company,  Main  Office,  81-37 
State  Street,  Albany,  New  York. 

First  Trvist  Company,  Branch,  135  South 
Pearl  Street,  Albany,  New  York. 

First  Trust  Company,  Branch,  252  Wash¬ 
ington  Avenue,  Albany,  New  York. 

Mechanics  and  Farmers  Bank,  63  State 
Street,  Albany,  New  York. 

National  Commercial  Bank  and  TYust  Com¬ 
pany,  Main  Office,  60  State  Street,  Albany,  New 
York. 

National  Commercial  Bank  and  Trust  Com¬ 
pany,  Branch,  200  Washington  Avenue,  Albany, 
New  York. 

National  Commercial  Bank  and  Trust 
Company,  Branch,  Broadway,  Corner  of  Pleas¬ 
ant,  Albany,  New  York. 

National  Commercial  Bank  and  Trust  Ck>m- 
pany,  Altamont  Branch,  Altamont,  New  York. 

National  Commercial  Bank  and  Trust  Com¬ 
pany,  Delmar  Branch,  Delmar,  New  York. 

State  Bank  of  Albany,  Main  Office,  63  State 
Street,  Albany,  New  York. 

State  Bank  of  Albany,  Branch,  339  Central 
Avenue,  Albany,  New  York. 

State  Bank  of  Albany,  Mechanicville 
Branch,  Mechanicville,  New  York. 

Manufacturers  Bank  of  Cohoes,  Cohoes, 
New  York. 

National  Bank  of  Cohoes,  (Cohoes,  New  York. 
Rensselaer  County  Bank  and  Trust  Com¬ 
pany,  Main  Office,  810  Broadway,  Rensselaer, 
New  York. 


>7  FH.  5225,  5362,  6426,  5566,  5606,  5666, 
5674,  6942  ,  6267,  6684,  6776,  7510,  7399,  7748, 
7811,  7907. 


Rensselaer  County  Bank  and  Trust  Com¬ 
pany,  Branch  Office,  156  Broadway,  Rensselaer, 
New  York. 

Citizens  Trust  Company,  Main  Office,  436 
State  Street,  Schenectady,  New  York. 

Citizens  Trust  Company,  Branch  Office, 
Broadway,  corner  Westinghouse  Place,  Sche¬ 
nectady,  New  York. 

Mohawk  National  Bank,  Main  Office,  216 
State  Street,  Schenectady,  New  York. 

Mohawk  National  Bank,  Branch,  Albany 
Street,  Corner  Hulett,  Schenectady,  New  York. 

Morris  Plan  Indiistrial  Bank,  244  State 
Street,  Schenectady,  New  York. 

Schenectady  Trust  CkDmpany,  Main  Office. 
320  State  Street,  Schenectady,  New  York. 

Schenectady  Trust  CXimpany,  Branch,  959 
Crane  Street,  Schenectady,  New  York. 

Schenectady  Trust  Company,  Branch,  1050 
State  Street,  Schenectady,  New  York. 

Union  National  Bank,  334  State  Street, 
Schenectady,  New  York. 

Glenville  Bank,  Scotia,  New  York. 

National  Bank  of  Watervliet,  Watervliet, 
New  York. 

Bank  of  Waterjford,  Waterford,  New  York. 
Manufacturers  National  Bank,  Main  Office, 
4th  and  Grand  Streets,  Troy,  New  York. 

Manufacturers  National  Bank,  Branch,  604 
2nd  Street,  Troy,  New  York. 

Manufacturers  National  Bank,  Branch,  31 
Srd  Street,  Troy,  New  York. 

National  City  Bank  of  TToy,  89  Third  Street, 
Corner  State  Street,  Troy,  New  York. 

Union  National  Bank  (of  Troy),  60  Fourth 
Street,  Troy,  New  York. 

(h)  “Listed  board”  means  any  one  of 
the  following  Boards: 

Local  board  name:  Local  Board  No. 

Albany  City  and  County  Board _  1-4-1 

Cohoes  City  Board _  1-1-2 

Watervliet  City  Board _  1-1-3 

Rensselaer  City  Board _ 38-1-1 

Rensselaer  County  Board _ 38-0-1 

Troy  City  Board _ _ _ 38-1-2 

Saratoga  County  Board _ 41-0-1 

Mechanicville  City  Board _ 41-1-1 

Schenectady  City  and  County  Board.  42-4-1 

(i)  “Named  transferee”  means  the  de¬ 
positor,  listed  board  or  OfiBce  of  Price 
Administration  named  in  a  voucher  as 
the  person  to  whom  or  to  whose  account 
the  amount  specified  thereon  is  to  be 
transferred. 

(j)  “Person”  shall  have  the  meaning 
designated  in  §  1394.151  (a)  (25)  and 
shall  also  include  Board. 

(k)  “Voucher”  means  a  gasoline  trans¬ 
fer  voucher  on  Form  OP  A  RB-30. 

§  1394.1916  Scope  of  §§  1394.1915 
through  1394.1930.  The  provisions  of 
§§  1394.1915  through  1394.1930  shall 
apply  only  in  the  introductory  area. 

§  1394.1917  Administration  o/  §§  1394.- 
1915  through  1394.1930.  In  addition  to 
the  administrative  personnel  provided 
for  in  §  1394.301,  §§  1394.1915  through 
1394.1930  shall  be  administered  by  the 
listed  banks  acting  in  the  performance 
of  such  duties  as  agents  for,  and  under 
the  direction  of,  the  OfiBce  of  Price 
Administration,  and  responsible  only  to 
the  OflBce  of  Price  Administration. 

§  1394.1918  Prohibition.  Notwith¬ 
standing  anything  to  the  contrary  con¬ 
tained  in  Ration  Order  No.  5A,  on  and 
after  October  28,  1942,  except  as  other¬ 
wise  provided  in  paragraph  (a)  of 
§  1394.1921  and  §  1394.1928,  no  evidences 
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shall  be  surrendered  by  or  accepted  from 
a  depositor,  but  vouchers  shall  be  issued 
or  accepted  in  place  thereof. 

§  1394.1919  Persons  required  to  open 
gasoline  ration  bank  accounts.  Every 
intermediate  distributor  registered  with 
a  listed  board,  and  every  licensed  dis¬ 
tributor  having  a  place  of  business  within 
the  introductory  area  shall  open  a  gaso¬ 
line  ration  bank  account. 

§  1394.1920  Application  for  an  ac¬ 
count.  (a)  Application  for  an  account 
shall  be  made  by  the  intermediate  or 
licensed  distributor  on  or  after  October 
26,  1942,  at  a  listed  bank  at  which  the 
intermediate  or  licensed  distributor 
carries  a  checking  account.  If  the  in¬ 
termediate  or  licensed  distributor  does 
not  carry  a  checking  account  at  a  listed 
bank  application  shall  be  made  to  any 
listed  bank. 

(b)  Application  shall  be  made  in  dupli¬ 
cate  on  Form  OPA  RB-10,  and  shall  con¬ 
tain  specimen  signatures  of  all  persons 
authorized  to  sign  and  issue  vouchers  for 
the  depositor  against  such  account,  and 
shall  be  accompanied  by  proof  satisfac¬ 
tory  to  the  bank  that  the  execution  of 
the  application  and  the  designation 
thereon  of  persons  authorized  to  sign 
vouchers  was  duly  authorized.  The  de¬ 
positor  shall  also  submit  to  the  bank  such 
references  and  other  proofs  of  identity  or 
of  authority  to  engage  in  business  as  the 
bank  may  require. 

(c)  The  application  shall  be  signed  in 
the  presence  of  an  officer  of  the  bank, 
who  shall  witness  the  signature  and  cer¬ 
tify  to  the  compliance  by  the  applicant 
with  all  the  requirements  of  paragraphs 

(a)  and  (b)  of  this  section.  The  bank 
shall  thereupon  open  a  gasoline  ration 
bank  account  in  the  name  of  the  appli¬ 
cant,  assign  a  number  to  the  account  and 
issue  to  the  applicant  a  set  of  gasoline 
credit  slips  (Form  OPA  RB-31)  and 
serially  numbered  vouchers.  It  shall  re¬ 
tain  the  original  of  the  application  and 
forward  the  duplicate  to  the  Albany  Ra¬ 
tion  Banking  Office.  The  bank  shall  pre¬ 
pare  for  each  account  a  depositor’s 
ledger  card  on  which  debits  and  credits 
.shall  be  stated  in  gallons  and  posted  in 
accordance  with  the  bank’s  general  post¬ 
ing  practice. 

§  1394.1921  Deposits,  (a)  On  opening 
the  account  each  depositor  shall  deposit 
all  evidences  on  hand.  Thereafter  he 
shall  deposit  all  evidences  received  within 
fifteen  (15)  days  after  their  receipt  and 
all  vouchers  issued  to  him  within  fifteen 
tl5)  days  after  the  date  appearing  on 
the  face  thereof. 

(b)  On  and  after  October  28,  1942, 
vouchers  not  deposited  as  required  in 
paragraph  (a)  hereof  shall  be  invalid. 

(c)  Each  deposit  shall  be  accompanied 
by  a  two-part  credit  slip  (Form  OPA 
RB-31)  bearing  the  depositor’s  name 
and  address  and  the  number  assigned  to 
the  account  in  which  the  deposit  is  made, 
and  listing  the  items  deposited.  Cou¬ 
pons  deposited  shall  be  properly  affixed 
to  a  coupon  sheet  (Form  OPA  R-542)  as 
provided  in  §  1394.1611.  Evidences  and 
vouchers  shall  be  endorsed  by  the  de¬ 
positor  before  deposit. 


(d)  'The  bank  shall  acknowledge  re¬ 
ceipt  of  the  deposit  on  the  stub  and 
return  it  to  the  depositor.  It  may,  how¬ 
ever,  accept  a  deposit  subject  to  verifica¬ 
tion  by  the  end  of  the  following  business 
day,  in  which  case  it  shall  immediately 
notify  the  depositor  of  any  errors  dis¬ 
covered.  Upon  receipt  of  such  notifica¬ 
tion,  the  depositor  shall  return  his  stub 
for  correction. 

(e)  The  account  shall  be  credited  with 
the  gallonage  value  of  evidences  and 
vouchers  deposited  therein. 

§  1394.1922  Issuance  of  vouchers; 
effect,  (a)  A  voucher  shall  be  issued  by 
or  accepted  from  a  depositor  only  for 
the  purposes  for  which  the  surrender  of 
evidences  of  equal  gallonage  value  by,  or 
the  acceptance  thereof  from,  a  person 
other  than  a  depositor  is  permitted. 
The  issuance  of  a  voucher  by  a  depositor 
shall  have  the  same  effect  as  the  sur¬ 
render  of  evidences  of  equal  gallonage 
value  under  like  circumstances  by  a  per¬ 
son  other  than  a  depositor.  However,  a 
voucher  may  be  issued  to  the  Office  of 
Price  Administration  pursuant  to  §  1394.- 
1926,  to  a  listed  board  pursuant  to  para¬ 
graph  (a)  of  §  1394.1923,  or  to  a  listed 
board  to  obtain  an  exchange  certificate 
or  inventory  coupons  of  gallonage  value 
equal  to  the  voucher,  for  surrender  pur¬ 
suant  to  §  1394.1928.  A  listed  board, 
upon  issuance  to  it  of  a  voucher  for  such 
purpose,  shall  issue  an  exchange  certifi¬ 
cate  or  inventory  coupons  in  gallonage 
value  equal  thereto, 

(b)  No  voucher  shall  be  issued  by  or 
accepted  from  a  person  other  than  a 
depositor,  or  issued  to  or  accepted  by  a 
person  other  than  a  depositor,  a  listed 
board,  or  the  Office  of  Price  Administra¬ 
tion  named  thereon  as  transferee. 
Vouchers  shall  not  be  negotiable.  No 
bank  shall  accept  for  deposit  to  the  ac¬ 
count  of  any  depositor  a  voucher  of 
which  a  person  other  than  such  depositor 
is  the  named  transferee. 

(c)  Upon  the  deposit  of  a  voucher 
pursuant  to  parargaph  (a)  of  §  1394.1921, 
the  bank  of  deposit  shall  return  the 
voucher  to  the  drawee  bank,  which  shall 
debit  it  to  the  account  on  which  it  is 
drawn. 

§  1394.1923  Vouchers  issued  to  listed 
boards,  (a)  Whenever  a  depositor  is 
required  to  surrender  evidences  to  a  listed 
board,  he  shall  issue  to  such  board  a 
voucher  in  the  same  gallonage  value  as 
such  evidences. 

(b)  A  voucher  issued  to  a  listed  board, 
pursuant  to  paragraph  (a)  of  this  section 
or  to  paragraph  (a)  of  §  1394,1922  shall 
be  returned  by  such  board  to  the  drawee 
bank,  which  shall  debit  it  to  the  account 
on  which  it  is  drawn. 

§  1394.1924  Overdrafts:  post  -  dated 
vouchers,  (a)  No  voucher  shall  be 
drawn  on  any  account  in  an  amount  in 
excess  of  the  balance  on  deposit  therein, 
less  the  amount  of  outstanding  vouchers 
drawn  thereon.  A  drawee  bank  receiving 
for  debit  a  voucher  which  is  drawn  in  an 
amount  in  excess  of  the  balance  on 
deposit  in  the  account,  or  which  is  drawn 
on  a  non-existent  account,  shall  im¬ 
mediately  transmit  the  voucher,  together 


with  a  statement  of  the  circumstances, 
to  the  Albany  Ration  Banking  Office. 

(b)  No  voucher  shall  bear  a  date  later 
than  the  date  on  which  it  is  issued. 

•  §  1394.1925  Invalid  and  lost  vouchers. 
(a)  Vouchers  which  are  torn,  mutilated, 
or  incorrectly  made  out  or  on  which  an 
erasure  or  other  alteration  appears 
(whether  initialled  or  not)  shall  be 
invalid. 

(b)  A  named  transferee  having  an  in¬ 
valid  voucher  shall  return  it  to  the 
depositor  from  whom  it  was  received, 
retaining  a  record  of  the  amount  and  the 
account  and  serial  numbers  of  the 
voucher.  No  bank  shall  accept  for  de¬ 
posit  an  invalid  voucher.  A  named 
transferee  who  has  lost  a  voucher  shall 
immediately  notify  the  depositor  from 
whom  it  was  received  in  writing  of  the 
loss. 

(c)  A  depositor  receiving  a  returned 
invalid  voucher  or  advised  pursuant  to 
paragraph  (b)  of  this  section  of  the  loss 
of  a  voucher  shall  replace  such  voucher 
within  five  (5)  days  if  the  named  trans¬ 
feree  is  a  listed  board  or  a  depositor 
who  has  already  delivered  gasoline 
against  such  voucher.  If  he  fails  to  do 
so,  the  named  transferee  shall  im¬ 
mediately  notify  the  Albany  Ration 
Banking  Office. 

(d)  A  depositor  who  is  notified  of  the 
loss  of  a  voucher  shall  immediately  file 
with  the  bank  from  which  he  obtained 
the  voucher  form  a  Missing  Voucher 
Statement  (Form  OPA  RB-12).  A 
drawee  bank  which  receives  for  debit  a 
voucher  as  to  which  it  has  on  file  a  miss¬ 
ing  voucher  statement  shall  immediately 
notify  the  Albany  Ration  Banking  Office. 

(e)  A  depositor  shall  insert  the  ac¬ 
count  number,  mark  “cancelled”,  and  re¬ 
turn  all  invalid  vouchers  and  all  vouch¬ 
ers  made  out  but  not  issued  to  the  bank 
carrying  the  account  with  respect  to 
which  the  voucher  forms  were  obtained. 

(f )  If  a  drawee  bank  receives  for  debit 
to  the  account  of  a  depositor  a  voucher 
bearing  a  serial  number  not  immediately 
succeeding  the  highest  serial  number  of 
any  voucher  drawn  on  such  account  and 
theretofore  received  by  the  bank,  and  if 
the  voucher  or  vouchers  bearing  the  in¬ 
tervening  serial  numbers,  or  missing 
voucher  statements  for  each  intervening 
voucher,  are  not  received  by  the  drawee 
bank  within  fifteen  (15)  days  thereafter, 
the  drawee  bank  shall  notify  the  de¬ 
positor  of  such  fact.  If  the  depositor 
fails  properly  to  account  for  such  vouch¬ 
ers  within  five  (5)  days  after  such  noti¬ 
fication,  the  bank  shall  notify  the  Albany 
Ration  Banking  Office. 

(g)  A  drawee  bank  receiving  for  debit 
a  voucher  which  appears  to  be  invalid 
for  any  reason  other  than  that  it  is  an 
overdraft  or  is  drawn  on  a  non-existent 
account  shall  immediately  notify  the  de¬ 
positor  on  whose  account  the  voucher  is 
drawn.  The  depositor  shall  notify  the 
bank  in  writing  within  two  (2)  days 
whether  or  not  the  voucher  is  valid.  If 
he  verifies  the  voucher,  it  shall  be  debited 
to  his  account.  If  he  fails  to  verify  it, 
the  bank  shall  immediately  send  the 
voucher  and  a  report  of  the  circum- 
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8  1394.1902  Effective  dates  of  amend- 
§  1394.1926  Vouchers  issued  by  li-  merits.  •  •  • 
censed  distributors  to  the  Office  of  Price  (o)  Amendment  No.  14  (§§  1394.1915 
Administration.  Each  licensed  distribu-  through  1394.1930)  to  Ration  Order  No. 


tor  who  is  a  depositor  shall  attach  to 
his  monthly  State  motor  fuel  tax  report 
a  voucher  drawn  on  his  account,  pay¬ 
able  to  the  Office  of  Price  Administra¬ 
tion,  and  confirmed  by  his  bank,  in  an 
amount  equal  to  the  gallonage  value  of 
evidences  he  would  otherwise  be  re¬ 
quired  by  §  1394.1620  to  attach  to  such 
report  with  respect  to  transfers  from  a 
place  of  business  within  the  introductory 
area.  Such  confirmation  by  tho  bank 
shall  constitute  a  certification  that  the 
balance  in  depositor’s  account  is  suffi¬ 
cient  to  meet  the  voucher.  The  bank 
shall  debit  the  depositor’s  account  in  the 
amount  of  the  voucher  immediately  upon 
making  the  confirmation. 

§  1394.1927  Reversal  of  credits;  stop 
orders,  (a)  No  bank  which  has  ac¬ 
cepted  for  deposit  a  voucher  valid  on  its 
face  shall  cancel  the  credit  resulting 
from  such  deposit  except  upon  order  of 
the  Office  of  Price  Administration. 

(b)  No  depositor  shall  issue  a  stop 
order  and  no  stop  order  shall  be  honored 
as  to  any  voucher. 

(c)  Upon  receipt  of  instructions  from 
the  Office  of  Price  Administration  to 
debit  or  credit  an  account  of  a  depositor, 
the  bank  shall  debit  or  credit  such  ac¬ 
count  in  the  amount  instructed  and 
notify  the  depositor  thereof. 

§  1394.1928  Permitted  surrender  by 
depositors  of  exchange  certificates  or 
inventory  coupons.  A  depositor  may 
surrender  to  a  person  other  than  a  de¬ 
positor.  a  listed  board,  or  the  Office  of 
Price  Administration,  exchange  certifi¬ 
cates  or  inventory  coupons  received  from 
a  listed  board  pursuant  to  §  1394.1922 

(a). 

§  1394.1929  Records  and  duties  of  de¬ 
positors.  (a)  Each  depositor  shall  re¬ 
tain,  for  a  period  of  one  (1)  year,  all 
depositor’s  stubs,  voucher  stubs,  and 
statements  obtained  pursuant  to  para¬ 
graph  (b)  of  this  section. 

•  (b)  Each  depositor  shall  obtain  from 

his  bank  monthly  a  statement  of  his 
account.  He  shall  check  this  statement 
against  his  records,  and  any  errors  or 
other  discrepancies  shall  be  reported  to 
the  bank  within  twenty  (20)  days  after 
the  date  of  Issuance  of  the  statement. 
Otherwise  any  errors  shall  be  deemed 
to  have  been  waived  by  the  depositor. 
Each  depositor  shall  be  entitled  to  ex¬ 
amine  his  cancelled  vouchers  at  his  bank 
on  one  day  each  month  designated  by 
the  bank  for  that' purpose. 

(c)  Any  dispute  between  a  depositor 
and  his  bank  with  respect  to  the  amount 
of  the  balance  in  an  account  shall  be 
referred  to  the  Albany  Ration  Banking 
Office  for  decision  by  the  Office  of  Price 
Administration. 

§  1394.1930  Bank  records  and  ac¬ 
counts  confidential.  All  records  kept  by 
any  bank  with  respect  to  an  account 
shall  be  confidential  and  shall  be  subject 
to  inspection,  removal  or  other  disposi¬ 
tion  only  as  the  Office  of  Price  Admin¬ 
istration  may  from  time  to  time  order. 


6A  shall  become  effective  October  26, 
1942. 

(Pub.  Law  671,  76th  Cong.,  as  amended 
by  Pub.  Laws  89,  507  and  421, 77th  Cong.; 
W.P.B.  Dir.  1,  Amendment  2  to  Supp. 
Dir.  1  (H) ;  7  F.R.  662,  3478,  3877,  5216). 

Issued  this  26th  day  of  October.  1942. 

Leon  Henderson, 

Administrator. 

[P.  R.  Doc.  42-10877;  Piled,  October  26.  1942; 
5:03  p.  m. 


Part  1407 — Rationing  of  Food  and  Food 
Products 

[Amendment  20  to  Rationing  Order  3  *] 
SUGAR  RATIONING  REGULATIONS 
Temporary  Limited  Banking  Amendment 

A  rationale  involved  in  the  issuance  of 
this  amendment  has  been  issued  simul¬ 
taneously  herewith  and  has  been  filed 
with  the  Division  of  the  Federal 
Register.* 

Fifteen  new  sections.  §8  1407.261 
through  1407.275,  are  added  as  set  forth 
below: 

Sugar  Ration  Bank  Accounts 

§  1407.261  Meaning  of  terms  used  in 
H  1407.261  through  1407.275.  When 
used  in  §§  1407.261  through  1407.275: 

(a)  “Account”  means  sugar  ration 
bank  account. 

(b)  "Albany  Ration  Banking  Office” 
means  the  Ration  Banking  Office  of  the 
Office  of  Price  Administration,  76  State 
Street,  Albany,  New  York. 

(c)  "Area”  means  introductory  area. 

(d)  "Depositor”  means  a  registering 
unit  which  is  required  by  §  1407.265  to 
open  a  sugar  ration  bank  account,  or 
which  is  authorized  by  said  section  to 
open,  and  does  open,  a  sugar  ration  bank 
account. 

(e)  "Introductory  area”  means  the  fol¬ 
lowing  area  of  New  York  State:  the  cities 
of  Albany,  Schenectady,  Troy,  Cohoes, 
Rensselaer,  Mechanicville,  and  Water- 
vliet;  and  the  towns  of  Glenville,  Rotter¬ 
dam,  Niskajruna,  Guilderland,  Colonie, 
Waterford,  Schaghticoke,  Brunswick, 
North  Greenbush,  East  Greenbush,  and 
Bethlehem. 

(f )  "Issue”  when  used  with  respect  to  a 
voucher,  means  the  delivery  of  a  com¬ 
pleted  voucher. 

(g)  "Listed  bank”  means  one  of  the 
following  banks  or  bank  branches: 

Pirst  Trust  Company,  Main  Office,  31-37 
State  Street,  Albany,  New  York. 

Pirst  Trust  Company,  Branch,  135  South 
Pearl  Street.  Albany,  New  York. 

Pirst  TTust  Company,  Branch,  252  Wash¬ 
ington  Avenue,  Albany,  New  York, 

Mechanics  and  Parmers  Bank,  63  State 
Street,  Albany,  New  York. 

♦Copies  may  be  obtained  from  the  Office  of 
Price  Administration. 

>7  P.R.  2966,  3242,  8783,  4545,  4618,  5193, 
5361,  6084,  6473,  6828,  6937,  7289,  7321,  7406, 
7510,  7557,  8402. 


National  Commercial  Bank  and  Trust  Com¬ 
pany,  Main  Office,  60  State  Street.  Albany, 
New  York. 

National  Commercial  Bank  and  Trust  Com¬ 
pany,  Branch,  200  Washington  Avenue,  Al¬ 
bany,  New  York. 

National  Commercial  Bank  and  Trust  Ck)m- 
pany  Branch,  Broadway,  Comer  of  Pleasant, 
Albany,  New  York. 

National  Commercial  Bank  and  Trust  Com¬ 
pany,  Altamont  Branch,  Altamont,  New  York. 

National  Commercial  Bank  and  Trurt  Com¬ 
pany,  Delmar  Branch,  Delmar,  New  York. 

State  Bank  of  Albany,  Main  Office.  63  State 
Street,  Albany,  New  York. 

State  Bank  of  Albany,  Branch,  339  Central 
Avenue,  Albany,  New  York. 

State  Bank  of  Albany,  Mechanicville 
Branch,  Mechanicville,  New  York. 

Manufacturers  Bank  of  Cohoes,  Cohoes, 
New  York. 

National  Bank  of  Cohoes,  Cohoes,  New 
York. 

Rensselaer  County  Bank  and  Trust  Com¬ 
pany,  Main  Office,  810  Broadway,  Rensselaer, 
New  York. 

Rensselaer  County  Bank  and  Trust  Com¬ 
pany,  Branch  Office,  156  Broadway,  Rens¬ 
selaer,  New  York. 

Citizens  Trust  Company,  Main  Office,  436 
State  Street,  Schenectady,  New  York. 

Citizens  Trust  Company,  Branch  Office, 
Broadway,  comer  Westinghouse  Place,  Sche¬ 
nectady,  New  York. 

Mohawk  National  Bank,  Main  Office,  216 
State  Street,  Schenectady ,n  New  York. 

Mohawk  National  Bank,  Branch,  Albany 
Street,  Corner  Hulett,  Schenectady,  New  York. 

Morris  Plan  Industrial  Bank,  244  State 
Street,  Schenectady,  New  York. 

Schenectady  Trust  Company,  Main  Office, 
820  State  Street,  Schenectady,  New  York. 

Schenectady  Trust  Company,  Branch,  959 
Crane  Street,  Schenectady,  New  York. 

Schenectady  Trust  Company,  Branch,  1050 
State  Street,  Schenectady,  New  York. 

Union  National  Bank,  334  State  Street, 
Schenectady,  New  York. 

Glenville  Bank,  Scotia,  New  York. 

National  Bank  of  Watervliet,  Watervliet, 
New  York. 

Bank  of  Waterford,  Waterford,  New  York. 
Manufacturers  National  Bank.  Main  Office, 
4th  and  Grand  Streets,  Troy,  New  York. 

Manufacturers  National  Bank,  Branch,  604 
2nd  Street,  Troy,  New  York. 

Manufacturers  National  Bank,  Branch,  31 
3rd  Street,  Troy,  New  York. 

National  City  Bank  of  Troy,  89  Third 
Street,  Corner  State  Street,  Troy,  New  York. 

Union  National  Bank  'of  Troy),  50  Pourth 
Street,  Troy,  New  York. 

(h)  "Listed  board”  means  any  one  of 
the  following  boards: 


Local  board  name;  Local  Board  No. 

Albany  City  and  County  Board _  1-4-1 

Cohoes  City  Board _  1-1-2 

Watervliet  City  Board _  1-1-3 

Rensselaer  City  Board _ 38-1-1 

Rensselaer  County  Board _ ^ _ 38-0-1 

Ti-oy  City  Board _ 38-1-2 

Saratoga  County  Board _ 41-0-1 

Mechanicville  City  Board _ 41-4-1 

Schenectady  City  and  County 
Board _ 42-4-1 


(i)  "Named  transferee”  means  the  de¬ 
positor  or  listed  board  named  in  a 
voucher  as  the  person  to  whom  or  to 
whose  account  the  weight  value  specified 
thereon  is  to  be  transferred. 

(j)  "Person”  shall  have  the  meaning 
designated  in  §  1407.21  (c)  (11)  and  shall 
also  include  board. 

(k)  "Voucher”  means  a  sugar  transfer 
voucher  on  OPA  Form  No.  RB-20. 

§  1407.262  Scope  of  §§  1407.2S1 
through  1407.275.  The  provisions  of 
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§§  1407.261  through  1407.275  shall  apply 
only  in  the  introductory  area. 

§  1407.263  Administration  of  §§  1407.- 
262  through  1407.275.  In  addition  to  the 
administrative  personnel  provided  for  in 
§  1407.41,  §§  1407.261  through  1407.275 
shall  be  administered  by  the  listed  banks 
acting  in  the  performance  of  such  duties 
as  agents  for,  and  under  the  direction  of, 
the  Office  of  Price  Administration,  and 
responsible  only  to  the  Office  of  Price 
Administration. 

§  1407.264  Prohibition.  Notwith¬ 
standing  anything  to  the  contrary  con¬ 
tained  in  Rationing  Order  No.  3,  on  and 
after  October  28,  1942,  except  as  other¬ 
wise  provided  in  paragraph  (a)  of 
§  1407.267  and  §  1407.273,  no  stamps  or 
certificates  shall  be  surrendered  by  or 
accepted  from  a  depositor,  but  vouchers 
shall  be  issued  or  accepted  in  place 
thereof. 

§  1407.265  Persons  required  or  au¬ 
thorized  to  open  sugar  ration  bank  ac¬ 
counts.  (a)  Every  registering  unit  regis¬ 
tered  with  a  listed  board  and  having  a 
component  establishment  or  establish¬ 
ments  within  the  introductory  area  shall, 
unless  all  such  establishments  take  de¬ 
livery  of  sugar  exclusively  from  retailers, 
open  one  or  more  sugar  ration  bank  ac¬ 
counts  to  serve  all  such  establishments. 

A  registering  unit  may  open  one  or  more 
sugar  ration  bank  accounts  to  serve  such 
of  its  component  establishments  within 
the  introductory  area  as  it  selects  if  (1) 
it  is  registered  with  a  listed  board  and  all 
its  component  establishments  within  the 
introductory  area  take  delivery  of  sugar 
exclusively  from  retailers,  or  (2)  it  is  not 
registered  with  a  listed  board. 

(b)  One  account  may  be  opened  to 
serve  all  the  component  establishments 
of  a  registering  unit  within  the  introduc¬ 
tory  area,  or  separate  accounts  may  be 
opened  to  serve  any  such  establishment 
or  group  of  such  establishments:  Pro¬ 
vided.  That  no  establishment  may  be 
served  by  more  than  one  account.  All  ac¬ 
counts  shall  be  opened  in  the  name  of  the 
owner  of  the  registering  unit. 

§  1407.266  Application  for  an  account. 

(a)  Application  for  an  account  shall  be 
made  by  the  owner  of  a  registering  unit 
on  or  after  October  26,  1942,  at  a  listed 
bank  at  which  the  owner  carries  a  check¬ 
ing  account  serving  one  or  more  of  the 
establishments  to  be  served  by  the  sugar 
ration  bank  account.  If  the  owner  does 
not  carry  such  a  checking  account  ap¬ 
plication  shall  be  made  to  any  listed 
bank. 

(b)  Application  shall  be  made  in  dupli¬ 
cate  on  OPA  Form  No.  RB-10,  an  shall 
contain  specimen  signatures  of  all  per¬ 
sons  authorized  to  sign  vouchers  for  the 
depositor  against  such  account  and  shall 
be  accompanied  by  proof  satisfactory  to 
the  bank  that  the  execution  of  the  ap¬ 
plication  and  the  designation  thereon  of 
persons  authorized  to  sign  vouchers  was 
duly  authorized.  The  depositor  shall 
also  submit  to  the  bank  such  references 
and  other  proofs  of  identity  or  of  au¬ 
thority  to  engage  in  business  as  the  bank 
may  require.  If  the  account  is  to  serve 
more  than  one  establishment,  a  list  of  all 


such  establishments  with  the  address  of 
each  shall  be  attached  to  the  application. 

(c)  The  application  shall  be  signed  in 
the  presence  of  an  officer  of  the  bank, 
who  shall  witness  the  signature  and  cer¬ 
tify  to  the  compliance  by  the  applicant 
with  all  the  requirements  of  paragraphs 

(a)  and  (b)  of  this  section.  The  bank 
shall  thereupon  open  a  sugar  ration  bank 
account  in  the  name  of  the  applicant, 
assign  a  number  to  the  account  and  issue 
to  the  applicant  a  set  of  sugar  credit 
slips  (OPA  Form  No.  RB-21)  and  serially 
numbered  vouchers.  It  shall  retain  the 
original  of  the  application  and  forward 
the  duplicate  to  the  Albany  Ration 
Banking  Office.  The  bank  shall  prepare 
for  each  account  a  depositor’s  ledger  card 
on  which  debits  and  credits  shall  be  stated 
in  pounds  and  posted  in  accordance  with 
the  bank’s  general  posting  practice. 

§  1407.267  Deposits,  (a)  Stamps  sur¬ 
rendered  to  a  depositor  and  received  by  a 
component  establishment  served  or  re¬ 
quired  to  be  served  by  an  account  shall 
be  deposited  in  such  account  within 
twelve  (12)  days  after  the  expiration  of 
the  ration  period  assigned  to  such  stamps 
by  Schedule  C  of  §  1407.243.  A  certificate 
issued  to  a  depositor  by  a  listed  board 
shall  be  deposited  in  an  account  of  such 
depositor  within  sixty  (60)  days  of  the 
valid  date  of  the  certificate.  A  certificate 
issued  in  the  name  of  a  depositor  by  a  per¬ 
son  other  than  a  listed  board,  and  re¬ 
ceived  by  a  component  establishment 
served  or  required  to  be  served  by  an 
account,  shall  be  deposited  in  such  ac¬ 
count  within  sixty  (60)  days  after  the 
valid  date  of  the  certificate.  A  certificate 
surrendered  to  a  depositor  and  received  by 
a  component  establishment  served  or  re¬ 
quired  to  be  served  by  an  account  shall 
be  deposited  in  such  account  within 
sixty  (60)  days  after  the  valid  date  of 
the  certificate  or  thirty  (30)  days  after 
the  date  of  the  last  endorsement  on  the 
certificate,  whichever  is  later.  Vouchers 
issued  to  a  depositor  shall  be  deposited 
in  an  account  of  such  depositor  within 
fifteen  (15)  days  after  the  date  appearing 
on  the  face  thereof. 

(b)  On  and  after  October  28,  1942, 
stamps,  certificates,  and  vouchers  not  de¬ 
posited  as  required  in  paragraph  (a) 
hereof  shall  be  invalid. 

(c)  Each  deposit  shall  be  accompanied 
by  a  two-part  credit  slip  (OPA  Form  No. 
RB-21)  bearing  the  depositor’s  name  and 
address  and  the  numter  assigned  to  the 
Account  in  which  the  deposit  is  made, 
and  listing  the  items  deposited.  Stamps 
deposited  shall  be  properly  affixed  to  a 
war  ration  stamp  card  (OPA  Form  No. 
R-304)  or  a  facsimile  thereof,  as  provided 
in  paragraph  (b)  of  §  1407.142.  Stamp 
cards,  certificates  and  vouchers  shall  be 
endorsed  by  the  depositor  before  deposit. 

(d)  The  bank  shall  acknowledge  re¬ 
ceipt  of  the  deposit  on  the  stub  and 
return  it  to  the  depositor.  It  may,  how¬ 
ever,  accept  a  deposit  subject  to  verifica¬ 
tion  by  the  end  of  the  following  business 
day,  in  which  case  it  shall  immediately 
notify  the  depositor  of  any  errors  discov¬ 
ered.  Upon  receipt  of  such  notification, 
the  depositor  shall  return  his  stub  for 
correction. 


(e)  The  account  shall  be  credited  with 
the  weight  value  of  stamps,  certificates, 
and  vouchers  deposited  therein. 

§  1407.268  Issuance  of  vouchers;  ef¬ 
fect.  (a)  A  voucher  shall  be  Issued  by  or 
accepted  from  a  depositor  only  for  the 
purposes  for  which  the  surrender  of 
stamps  or  certificates  of  equal  weight 
value  by,  or  the  acceptance  thereof  from, 
a  person  other  than  a  depositor  is  per¬ 
mitted.  The  issuance  of  a  voucher  by  a 
depositor  shall  have  the  same  effect  as 
the  surrender  of  stamps  or  certificates  of 
equal  weight  value  under  like  circum¬ 
stances  by  a  person  other  than  a  de¬ 
positor.  However,  a  voucher  may  be  is¬ 
sued  to  transfer  credits  between  accounts 
of  the  same  depositor,  or  may  be  issued 
to  a  listed  board  pursuant  to  paragraph 
(a)  of  §  1407.269  or  to  a  listed  board  to 
obtain  a  certificate  of  weight  value  equal 
to  the  voucher  for  surrender  pursuant  to 
paragraph  (b)  of  §  1407.273.  A  listed 
board,  upon  issuance  to  it  of  a  voucher 
for  such  purpose,  shall  issue  a  certificate 
In  weight  value  equal  thereto. 

(b)  No  voucher  shall  be  issued  by  or 
accepted  from  a  person  other  than  a  de¬ 
positor,  or  issued  to  or  accepted  by  a 
person  other  than  a  depositor  or  a  listed 
board  named  thereon  as  transferee. 
Vouchers  shall  not  be  negotiable.  No 
bank  shall  accept  for  deposit  to  the  ac¬ 
count  of  any  depositor  a  voucher  of 
which  a  person  other  than  such  depositor 
is  the  named  transferee. 

(c)  Upon  the  deposit  of  a  voucher  pur¬ 
suant  to  paragraph  (a)  of  §  1407.267,  the 
bank  of  deposit  shall  return  the  voucher 
to  the  drawee  bank,  which  shall  debit  it 
to  the  account  on  which  it  is  drawn. 

§  1407.269  Vouchers  issued  to  listed 
boards,  (a)  Whenever  a  depositor  is  re¬ 
quired  to  surrender  stamps  or  certificates 
to  a  listed  board,  he  shall  issue  to  such 
board  a  voucher  in  the  same  weight  value 
as  such  stamps  or  certificates. 

(b)  A  voucher  issued  to  a  listed  board 
pursuant  to  paragraph  (a)  of  this  sec¬ 
tion  or  to  paragraph  (a)  of  §  1407.268, 
shall  be  returned  by  such  board  to  the 
drawee  bank,  which  shall  debit  it  to  the 
account  on  which  it  is  drawn. 

§  1407.270  Overdrafts;  post-dated 
vouchers,  (a)  No  voucher  shall  be  drawn 
on  any  account  in  an  amount  in  excess 
of  the  balance  on  deposit  therein,  less  the 
amount  of  outstanding  vouchers  drawn 
thereon.  A  drawee  bank  receiving  for 
debit  a  voucher  which  is  drawn  in  an 
amount  in  excess  of  the  balance  on  de¬ 
posit  in  the  account,  or  which  is  drawn 
on  a  non-existent  account,  shall  immedi¬ 
ately  transmit  the  voucher,  together  with 
a  statement  of  the  circumstances,  to  the 
Albany  Ration  Banking  Office. 

(b)  No  voucher  shall  bear  a  date  later 
than  the  date  on  which  it  is  issued. 

§  1407.271  Invalid  and  lost  vouchers. 
(a)  Vouchers  that  are  torn,  mutilated, 
or  incorrectly  made  out  or  on  which  an 
erasure  or  other  alteration  appears 
(whether  initialled  or  not)  shall  be 
invalid. 

(b)  A  named  transferee  having  an  in¬ 
valid  voucher  shall  return  it  to  the  de- 
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positor  from  whom  it  was  received,  re¬ 
taining  a  record  of  the  amount  and  the 
account  and  serial  numbers  of  the 
voucher.  No  bank  shall  accept  for  de¬ 
posit  an  invalid  voucher.  A  named 
transferee  who  has  lost  a  voucher  shall 
immediately  notify  Uie  depositor  from 
whom  it  was  received  in  writing  of  the 
loss. 

(c)  A  depositor  receiving  a  returned 
Invalid  voucher,  or  properly  advised  pur¬ 
suant  to  paragraph  (b)  of  this  section  of 
the  loss  of  a  voucher,  shall  replace  such 
voucher  within  five  (5)  days  if  the 
named  transferee  is  a  listed  board  or  a 
depositor  who  has  already  shipped  sugar 
against  such  voucher.  If  he  fails  to  do 
80,  the  named  transferee  shall  immedi¬ 
ately  notify  the  Albany  Ration  Banking 
OflBce, 

(d)  A  depositor  who  is  notified  of  the 
loss  of  a  voucher  shall  immediately  file 
with  the  bank  from  which  he  obtained 
the  voucher  form  a  missing  voucher 
statement  (OPA  Form  No.  RB-12).  A 
drawee  bank  which  receives  for  debit  a 
voucher  as  to  which  it  has  on  file  a  miss¬ 
ing  voucher  statement  shall  immediately 
notify  the  Albany  Ration  Banking  OflBce. 

(e)  A  depositor  shall  insert  the  account 
number,  mark  “cancelled”,  and  return 
all  invalid  vouchers  and  all  vouchers 
made  out  but  not  issued,  to  the  bank 
carrying  the  account  with  respect  to 
which  the  voucher  forms  were  obtained. 

(f)  If  a  drawee  bank  receives  for  debit 
to  the  account  of  a  depositor  a  voucher 
bearing  a  serial  number  not  immediately 
succeeding  the  highest  serial  number  of 
any  voucher  drawn  on  such  account  and 
theretofore  received  by  the  bank,  and 
if  the  voucher  or  vouchers  bearing  the 
Intervening  serial  numbers,  or  missing 
voucher  statements  for  each  intervening 
voucher,  are  not  received  by  the  drawee 
bank  within  fifteen  (15)  days  there¬ 
after,  the  drawee  bank  shall  notify  the 
depositor  of  such  fact.  If  the  depositor 
fails  properly  to  account  for  such 
vouchers  within  five  (5)  days  after  such 
notification,  the  bank  shall  notify  the 
Albany  Ration  Banking  Office. 

(g)  A  drawee  bank  receiving  for  debit 
a  voucher  which  appears  to  be  invalid 
for  any  reason  other  than  that  it  is  an 
overdraft  or  is  drawn  on  a  non-existent 
account  shall  immediately  notify  the  de¬ 
positor  on  whose  account  the  voucher  is 
drawn.  The  depositor  shall  notify  the 
bank  in  writing  within  two  (2)  days 
whether  or  not  the  voucher  is  valid.  If 
he  verifies  the  voucher,  it  shall  be  deb¬ 
ited  to  his  account.  If  he  fails  to  verify 
it,  the  bank  shall  immediately  send  the 
voucher  and  report  of  the  circumstances 
to  the  Albany  Ration  Banking  Office. 

S  1407.272  Reversal  of  credits;  stop 
orders,  (a)  No  bank  which  has  accepted 
for  deposit  a  voucher  valid  on  its  face 
shall  cancel  the  credit  resulting  from 
such  deposit  except  upon  order  of  the 
Office  of  Price  Administration. 

(b)  No  depositor  shall  issue  a  stop 
order  and  no  stop  order  shall  be  honored 
as  to  any  voucher. 


(c)  Upon  receipt  of  Instructions  from 
the  Office  of  Price  Administration  to  debit 
or  credit  an  account  of  a  depositor,  the 
bank  shall  debit  or  credit  such  account 
in  t^e  amount  Instructed  and  notify  the 
depositor  thereof. 

§  1407.273  Permitted  surrender  by  de¬ 
positors  of  stamps  or  certificates,  (a)  A 
depositor  may  surrender  (1)  stamps  or 
certificates  surrendered  to  such  depositor 
and  not  received  by  a  component  estab¬ 
lishment  served  or  required  to  be  served 
by  an  account;  and  (2)  certificates  issued 
in  the  name  of  such  depositor  by  a  person 
other  than  a  listed  board  and  not  re¬ 
ceived  by  a  component  establishment 
served  or  required  to  be  served  by  an 
account. 

(b)  A  depositor  may  also  surrender  to 
an  establishment  not  served  or  required 
to  be  served  by  an  account,  or  to  a  person 
other  than  a  depositor  or  a  listed  board, 
certificates  received  from  a  listed  board 
pursuant  to  paragraph  (a)  of  §  1407.268. 

§  1407.274  Records  and  duties  of  de¬ 
positors.  (a)  Each  depositor  shall  retain, 
for  a  period  of  two  years,  all  depositor’s 
stubs,  voucher  stubs,  and  statements  ob¬ 
tained  pursuant  to  paragraph  (b)  of  this 
section,  all  of  which  shall  be  made  avail¬ 
able  for  inspection  by  the  Office  of  Price 
Administration  or  by  a  listed  board. 

(b)  Each  depositor  shall  obtain  from 
his  bank  monthly  a  statement  of  his  ac¬ 
count.  He  shall  check  this  statement 
against  his  records,  and  any  errors  or 
other  discrepancies  shall  be  reported  to 
the  bank  within  twenty  (20)  days  after 
the  date  of  issuance  of  the  statement. 
Otherwise  any  errors  shall  be  deemed  to 
have  been  waived  by  the  depositor.  Each 
depositor  shall  be  entitled  to  examine  his 
cancelled  vouchers  at  his  bank  on  one 
day  each  month  designated  by  the  bank 
for  that  purpose. 

(c)  Any  dispute  between  a  depositor 
and  his  bank  with  respect  to  the  amount 
of  the  balance  in  an  account  shall  be 
referred  to  the  Albany  Ration  Banking 
Office  for  decision  by  the  Office  of  Price 
Administration. 

§  1407.275  Bank  records  and  accounts 
confidential.  All  records  kept  by  any 
bank  with  respect  to  an  account  shall  be 
subject  to  the  provisions  of  §  1407.44. 

Effective  Date 

§  1407.222  Effective  dates  of  amend¬ 
ments.  •  •  • 

(u)  Amendment  No.  20  (§§  1407.261 
through  1407.275)  to  Rationing  Order 
No.  3  shall  become  effective  October  26, 
1942. 

(Pub.  Law  421,  77th  Cong.,  W.PB.  Dir. 
No.  1  and  Supp.  Dir.  No.  IE,  7  FR.  562, 
2965) 

Issued  this  26th  day  of  October  1942. 

'  *  Leon  Henderson, 

Administrator, 

(F.  R.  Doc.  42-10881;  Filed,  October  26,  1942; 

6:03  p.  m.) 


Part  1499 — Commodities  and  Services 

(Order  111  Under  {  1499.3  (b)  of  GMPR] 
ALASKA  FURS 

Maximum  prices  authorized  under 
§  1499.3  (b)  of  the  General  Maximum 
Price  Regulation — Order  No.  Ill— De¬ 
partment  of  the  Interior  of  the  United 
States  Government. 

The  Department  of  the  Interior  of  the 
United  States  Government  has  made  ap¬ 
plication  under  §  1499.3  (b)  of  the  Gen¬ 
eral  Maximum  Price  Regulation  for  ap¬ 
proval  of  maximum  prices  for  its  sales 
of  dyed  and  dressed  Alaska  fur  seal  skins 
and  dressed  blue  and  white  Alaska  fox 
pelts.  Due  consideration  has  been  given 
to  the  application  and  an  opinion  in  sup¬ 
port  of  this  order  has  been  issued  simul¬ 
taneously  herewith  and  has  been  filed 
with  the  Division  of  the  Federal 
Register.* 

For  the  reasons  set  forth  in  the  opin¬ 
ion,  under  the  authority  vested  in  the 
Price  Administrator  by  the  Emergency 
Price  Control  Act  of  1942,  as  amended, 
and  Executive  Order  No.  9250  and  in 
accordance  with  Procedural  Regulation 
No.  1,  issued  by  the  Office  of  Price  Ad¬ 
ministration;  It  is  ordered: 

§  1499.975  Approval  of  maximum 
prices  for  sales  by  the  Department  of  the 
Interior  of  the  United  States  Govern¬ 
ment  of  dyed  and  dressed  Alaska  fur  seal 
skins  and  dressed  blue  and  white  Alaska 
fox  pelts,  (a)  On  and  after  October  24, 
1942,  the  maximum  prices  at  which  the 
Department  of  the  Interior  of  the  United 
States  Government,  or  the  Fouke  Fur 
Company  of  St.  Louis,  Missouri,  acting 
as  its  agent,  may  sell,  deliver  and  offer 
for  sale  dyed  and  dressed  Alaska  fur  seal 
skins  and  dressed  blue  and  white  Alaska 
fox  pelts  shall  be  the  highest  price  re¬ 
ceived  by  the  Department  of  the  Interior 
of  the  United  States  Government  for  the 
same  or  similar  skins  or  pelts  sold  by  it 
at  the  auction  sale  conducted  for  its  ac¬ 
counts  by  Fouke  Fur  Company  of  St. 
Louis,  Missouri,  on  September  8,  1941. 

(b)  Within  ten  days  after  a  maximum 
price  for  any  such  skin  or  pelt  has  been 
determined  in  accordance  with  subpara¬ 
graph  (a)  of  this  order,  the  Department 
of  the  Interior  of  the  United  States  Gov¬ 
ernment  shall  report  such  price  to  the 
Office  of  Price  Administration,  Washing¬ 
ton,  D.  C. 

(c)  The  maximum  prices  authorized  by 
paragraph  (a)  of  this  Order  No.  Ill  shall 
be  subject  to  adjustment  at  any  time  by 
the  Office  of  Price  Administration. 

(d)  This  Order  No.  Ill  may  be 
amended  or  revoked  by  the  Office  of 
Price  Administration  at  any  time. 

(e)  This  Order  No.  Ill  (§  1499.975) 
shall  become  effective  October  24,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871.)  - 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

(P.  R.  Doc.  42-10880;  Filed,  October  26,  1942; 

6:02  p.  m.] 


•Copies  may  be  obtained  from  the  Oflace  of 
Price  Administration. 
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Chapter  XIII — Office  of  Petroleum  Co¬ 
ordinator  for  War 
[Recommendation  38,  Amendment] 

Part  1500 — Administrative;  General 

FOREIGN  OPERATIONS 

To  the  Foreign  Operations  Committee, 
The  Anglo  American  Purchasing  Com¬ 
pany,  Asiatic  Petroleum  Corporation, 
The  Atlantic  Refining  Company,  Call- 
fornia-Texas  Oil  Company,  Ltd.,  Con¬ 
solidated  Oil  Corporation,  Gulf  Oil  Cor¬ 
poration,  Socony-Vacuum  Oil  Company, 
Inc.,  Standard  Oil  Company  (New 
Jersey) ,  Standard  Oil  Company  of  Cali¬ 
fornia,  Standard  Vacuum  Oil  Company, 
Superior  Oil  Company  of  California,  The 
Texas  Company,  Tidewater  Associated 
Oil  Company,  Union  Oil  Company  of 
California,  and  their  respective  subsid¬ 
iary  and  affiliated  companies,  and  any 
other  American  companies  and  Ameri¬ 
can  citizens,  engaged  in  producing,  re¬ 
fining,  transporting,  or  marketing  petro¬ 
leum  or  petroleum  products  outside,  or 
for  consumption  outside,  the  continental 
United  States: 

In  order  further  to  aid  in  the  ac¬ 
complishment  of  the  purposes  and  objec¬ 
tives  of  the  petroleum  war  policy  defined 
by  the  President  of  the  United  States  in 
his  letter  of  May  28,  1941,  establishing 
the  Office  of  Petroleum  Coordinator  for 
War,  and  particularly  in  view  of  the  ex¬ 
istence  of  a  state  of  war  between  the 
Government  and  the  people  of  the 
United  States  and  the  Imperial  Japanese 
Government,  the  Government  of  Ger¬ 
many,  and  the  Government  of  Italy,  the 
Petroleum  Coordinator  for  War  has  here¬ 
tofore  provided  for  the  establishment  of 
the  Foreign  Operations  Committee  of  the 
Office  of  Petroleum  Coordinator  for  War. 
The  purpose  of  the  Committee  is  to  pro¬ 
vide  an  adequate  and  responsible  body 
equipped  and  authorized  to  advise  and 
make  recommendations  to  the  Petroleum 
Coordinator  on  any  subject  relating  to 
or  affecting  petroleum  matters  outside 
the  continental  United  States,  and  to 
provide  for  the  effectuation  of  measures 
recommended  or  approved  by  the  Petro¬ 
leum  Coordinator  or  the  Deputy  Petro¬ 
leum  Coordinator  to  serve  the  interests 
of  the  United  States,  and  its  allies  and 
other  friendly  nations  in  the  availability, 
supply,  and  utilization  of  petroleum  out¬ 
side  the  continental  United  States.  It 
is  essential  that  the  Foreign  Operations 
Committee  be  enabled  to  accomplish  the 
purposes  indicated  above  adequately  and 
expeditiously.  It  is  imperative  that  all 
persons,  natural  or  artificial,  employ 
every  possible  means  to  supply  for  the 
United  States  and  its  allies  and  other 
friendly  nations,  outside  the  continental 
United  States,  the  petroleum  needs  of  the 
military  forces,  the  war  industries,  and 
essential  civilian  requirements. 

Therefore,  pursuant  to  the  President’s 
letter  of  May  28,  1941,  establishing  the 
Office  of  Petroleum  Coordinator  for  War, 
§§  1500.15  to  1500.21,  inclusive,  of  this 
Chapter  (Recommendation  No.  38,  dated 
March  24,  1942,  7  F.R.  2638,  2950)  are 
hereby  amended  to  read  as  follows: 

Authority:  §i  1500.15  to  1600.21,  Inclusive, 
issued  under  the  President’s  letter  ot  May 
28.  1941,  to  the  Secretary  of  the  Interior; 
8  PR.  2760. 

1  1500.15  Duties  and  functions.  The 
foreign  Operations  Committee  shall: 


(a)  advise  and  make  recommendations 
to  the  Petroleum  Coordinator  for  War 
on  any  subject  relating  to  or  affecting 
any  petroleum  matters  outside  the  con¬ 
tinental  United  States,  submitted  to  it  by 
the  Petroleum  Coordinator  for  advice 
or  recommendation;  (b)  whenever 
deemed  necessary  or  advisable,  consider 
and  propose  on  its  own  motion  to  the 
Petroleum  Coordinator  any  action  which 
is  designed  to  serve  the  needs  or  inter¬ 
ests  of  the  United  States  and  its  allies 
and  friendly  nations  and  which  shall 
relate  to  or  affect  the  production,  refin¬ 
ing,  transportation,  or  distribution  of 
petroleum  or  petroleum  products  out¬ 
side  the  continental  United  States,  or  the 
availability  supply  or  utilization  thereof, 
including,  but  without  limitation,  the 
joint  use  of  facilities,  the  fixing  of  allo¬ 
cations  and  the  taking  of  other  coop¬ 
erative  action  in  the  production,  refin¬ 
ing,  transportation,  and  distribution  of 
petroleum  and  petroleum  products  out¬ 
side  the  continental  United  States,  and 
(c)  take  all  such  action  and  perform  all 
such  functions  and  duties  as  shall  be 
required  of  it  in  any  written  request  or 
direction  of  the  Petroleum  Coordinator 
or  Deputy  Petroleum  Coordinator  or  Di¬ 
rector  of  the  Foreign  Division  pursuant 
to  this  or  any  other  Recommendation  or 
Directive  of  the  Office  of  Petroleum  Co¬ 
ordinator  for  War,  or  to  any  Plan  ap¬ 
proved  thereunder. 

§  1500.16  Surveys  and  investigations. 
In  accomplishing  the  purposes  and  ob¬ 
jectives  of  the  Foreign  Operations  Com¬ 
mittee  as  defined  in  §  1500.15  of  this 
Chapter,  the  Foreign  Operations  Com¬ 
mittee  shall  obtain,  compile,  and  analyze 
all  pertinent  and  available  facts,  figures, 
and  other  data  with  respect  to  any  mat¬ 
ter  which  may  properly  be  before  it.  In 
this  connection  the  Committee  is  au¬ 
thorized: 

(a)  To  direct  such  inquiries  and  ques¬ 
tionnaires  to  such  companies,  organiza¬ 
tions,  or  persons,  foreign  or  domestic, 
as  may  be  necessary  or  appropriate; 

(b)  To  ask  and  receive  expert  assist¬ 
ance  from  any  company,  organization, 
or  person,  foreign  or  domestic; 

(c)  To  afford  any  interested  or  af¬ 
fected  persons  opportunity  to  present 
their  views; 

(d)  To  consult  with  any  of  the  com¬ 
mittees  or  subcommittees  established  by 
or  under  the  authority  of  the  Petroleum 
Coordinator,  and  with  any  appropriate 
representative  of  the  Office  of  Petroleum 
Coordinator  for  War. 

§  1500.17  Organization  of  the  Commit- 
tee.  The  Foreign  Operations  Committee 
shall  select  from  its  membership  an 
Executive  Committee  which,  when  the 
Foreign  Operations  Committee  is  not  in 
session,  shall  have  all  the  duties,  func¬ 
tions,  and  authority  of  the  Foreign 
Operations  Committee  except  as  may  be 
otherwise  directed  from  time  to  time  by 
the  Petroleum  Coordinator 

The  Foreign  Operations  Committee 
may  appoint  such  subcommittees,  and 
maintain  such  staff  and  employ  such 
persons,  as  its  finds  necessary  for  carry¬ 
ing  out  its  duties,  functions,  and  re¬ 
sponsibilities  under  §§  1500.15  to  1500.21, 
inclusive,  of  this  Chapter.  The  ex¬ 
penses  of  the  Committee  shall  be  met  as 
provided  in  §  1500.21  of  this  Chapter. 


Minutes  shall  be  kept  of  all  meetings 
of  the  Foreign  Operations  Committee 
and  of  the  Executive  Committee,  and 
two  copies  thereof  shall  be  filed  in  the 
Office  of  Petroleum  Coordinator  for  War. 

§  1500.18  Formulation  of  plans,  (a) 
The  Foreign  Operations  Committee 
shall,  at  the  request  of  the  Petroleum 
Coordinator,  or  on  its  own  motion,  if 
it  shall  deem  such  action  necessary  or 
advisable,  formulate  and  submit  to  the 
Chief  Counsel  of  the  Office  of  Petroleum 
Coordinator  for  War  plans  concerning 
any  matter  which  may  properly  be 
before  it. 

Effectuation  of  plans,  (b)  The  For¬ 
eign  Operations  Committee  and  all  per¬ 
sons  affected  by  any  plan  formulated  in 
accordance  with  this  §  1500.18  shall, 
upon  approval  of  any  such  plan  by  the 
Chief  Counsel  of  the  Office  of  Petroleum 
Coordinator  for  War  and  pursuant  to 
the  direction  of  the  Petroleum  Coordina¬ 
tor  for  War  or  the  Deputy  Petroleum 
Coordinator  carry  into  effect  such  plan 
according  to  its  terms,  conditions,  and 
intent. 

§  1500.19  Cooperation  with  industry. 
Without  limiting  the  duties  and  author¬ 
ity  elsewhere  provided  in  this  Recom¬ 
mendation,  the  Foreign  Operations  Com¬ 
mittee,  The  Anglo  American  Purchasing 
Company,  Asiatic  Petroleum  Corpora¬ 
tion,  The  Atlantic  Refining  Company, 
California-Texas  Oil  Company,  Ltd., 
Consolidated  Oil  Corporation,  Gulf  Oil 
Corporation,  Socony-Vacuum  Oil  Com¬ 
pany,  Inc.,  Standard  Oil  Company  (New 
Jersey),  Standard  Oil  Company  of  Cali¬ 
fornia,  Standard  Vacuum  Oil  Company, 
Superior  Oil  Company  of  California,  The 
Texas  Company,  Tidewater  Associated 
Oil  Company,  Union  Oil  Company  of 
California,  and  their  respective  subsidi¬ 
ary  and  affiliated  companies,  and  any 
other  American  companies  and  Ameri¬ 
can  citizens,  engaged  in  producing,  re¬ 
fining,  transporting,  or  marketing  petro¬ 
leum  or  petroleum  products  outside  or 
for  consumption  outside  the  continental 
United  States,  shall  cooperate  with  each 
other  and  with  other  persons,  natural  or 
artificial,  and  with  the  appropriate  agen¬ 
cies  of  the  governments  of  the  United 
States  and  its  allies  and  other  friendly 
nations  for  the  purpose  of  meeting  ade¬ 
quately  and  expeditiously,  in  the  man¬ 
ner  provided  in  §  1500.20  of  this  Chap¬ 
ter,  the  petroleum  needs  of  the  military 
forces,  the  war  industries,  and  essential 
civilian  requirements  of  the  United 
States  and  its  allies  and  such  other 
friendly  nations  outside  the  continental 
United  States. 

§  1500.20  Use  of  facilities  and  prod¬ 
ucts.  Without  limitation  upon  the  au¬ 
thority  elsewhere  conferred  by  this  or 
any  other  recommendation,  directive,  or 
by  any  plan  approved  thereunder,  the 
Foreign  Operations  Committee,  or  any 
subcommittee  thereof,  or  the  companies 
or  persons  designated  in  §  1500.19  of  this 
Chapter,  or  any  of  them,  in  order  to  ef¬ 
fectuate  the  purposes  set  forth  in  said 
section,  shall: 

(a)  Arrange  so  to  utilize  available 
tanker  and  cargo  vessel  capacity,  with¬ 
out  regard  to  individual  ownership  or 
control  thereof,  as  to  transport  petro¬ 
leum  and  petroleum  products  from  the 
points  of  supply  nearest  the  areas  out- 
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side  of  the  continental  United  States  to 
be  supplied,  and  in  such  manner  as  to 
avoid  multiple  port  loading  and  dis¬ 
charging,  cross  hauling,  and  unnecessary 
ballast  voyages; 

(b)  Arrange  so  to  utilize  barge,  ter¬ 
minal.  and  storage  facilities,  without  re¬ 
gard  to  individual  ownership  or  control 
thereof,  as  to  reduce  to  a  minimum  idle 
time  in  port  and  the  splitting  of  cargoes 
between  two  or  more  ports  of  discharge; 

(c)  Arrange  for  the  exchange,  loan, 
or  sale  of  petroleum  and  petroleum  prod¬ 
ucts  among  themselves,  or  any  of  them 
whenever  and  to  whatever  extent  may 
be  necessary  to  effect  a  maximum  reduc¬ 
tion  of  the  tanker  and  cargo  vessel  ton¬ 
nage  required  to  supply  to  areas  outside 
the  continental  United  States  the  petro¬ 
leum  and  petroleum  products  required  to 
accomplish  the  purposes  set  forth  in 
S  1500.19  of  thiff  Chapter:  Provided.  That 
any  proposals  for  action  to  be  taken 
within  the  territorial  limits  of  conti¬ 
nental  United  States  pursuant  to  this 
section  shall  require  the  prior  approval 
of  the  Director  of  the  Foreign  Division 
and  the  Chief  Counsel  of  the  Office  of 
Petroleum  Coordinator  for  War. 

§  1500.21  Meetings:  coordination;  ex¬ 
penses  and  contributions,  (a)  Meetings 
of  the  Foreign  Operations  Committee,, 
any  subcommittee  thereof,  and  repre¬ 
sentatives  of  the  companies,  and  per¬ 
sons,  designated  herein  and  other  per¬ 
sons  who  may  be  affected,  or  any  of  them, 
may  be  held  from  time  to  time  for  the 
purpose  of  formulating  plans  and  work¬ 
ing  out  the  physical  and  contractual  de¬ 
tails  and  arrangements  necessary  to 
carry  into  effect  the  provisions  and  pur¬ 
poses  of  §§  1500.15  to  1500.20,  inclusive, 
of  this  Chapter.  The  companies  and 
persons  affected,  after  receipt  of  ap¬ 
proval  of  any  of  the  aforesaid  plans,  may, 
from  time  to  time,  hold  meetings  for  the 
purpose  of  doing  all  things  necessary  to 
carry  into  effect  any  such  plan. 

(b)  The  Foreign  Operations  Commit¬ 
tee,  the  subcommittees  thereof,  and  the 
companies  and  persons  designated  herein 
shall  coordinate  their  activities  pursuant 
to  §§  1500.15  to  1500.20,  Inclusive,  of  this 
Chapter,  with  the  Petroleum  Supply 
Committees  for  Latin  America,  the 
British  Petroleum  Committee,  the  British 
Tankers  Committee,  and  the  Petroleum 
Supply  and  Distribution  Board,  and  with 
such  other  appropriate  agencies  as  may 
be  established  or  approved  by  the  Gov¬ 
ernment  of  the  United  States  or  of  any 
of  its  allies  or  friendly  nations. 

(c)  Operating  expenses  heretofore  or 
hereafter  Incurred  or  paid  for  by  the 
Foreign  Operations  Committee  or  any 
subcommittees  thereof  shall  be  met  from 
a  fund  to  which  contributions  may  be 
made  by  companies  or  individuals  en¬ 
gaged  in  the  petroleum  Industry  upon 
solicitation  by  the  Committee. 

Ralph  K.  Davies, 
Deputy  Petroleum 
Coordinator  for  War, 

October  20,  1942. 

(F.  R.  Doc.  42-10884;  Piled.  October  27.  1942; 

9:41  a.  m.] 


TITLE  4fr-SHIPPING 
Chapter  IV — War  Shipping  Administration 
(0.0  12,  Supp.  81 

Part  306 — General  Agents  and  Agents 

COMPENSATION  OF  AGENTS 

The  amendments  to  General  Order  No. 
12,  Part  I,  Dry  Cargo  Vessels,  published 
in  the  Federal  Register  on  October  23, 
1942,  Page  8665,  are  hereby  cancelled 
and  the  following  amendments,  which 
shall  be  effective  from  the  dates  applica¬ 
ble  as  provided  in  General  Order  No.  12, 
Part  I,  substituted  in  lieu  thereof: 

Strike  out  paragraphs  (a)  and  (d)  of 
§  306.7  and  insert  in  lieu  thereof  the  fol¬ 
lowing: 

5  306.7  Compensation  of  agents  in 
continental  United  States  ports,  (a) 
2*^0  per  handled  ton  for  all  Army  and 
Navy  cargp  outward  or  homeward  where 
the  cargo  is  handled  by  the  Army  or  Navy 
and  the  agent  is  not  required  to  check 
the  details  of  the  cargo  handled:  Pro¬ 
vided  further.  Where  the  vessel  handles 
a  full  cargo  and  the  detail  of  the  tonnage 
handled  is  not  made  available  by  the 
Army  or  Navy  to  the  agent,  the  agent 
shall  receive  a  fee  of  $250.00.  15(f  per 
handled  ton  outward  and  12  ^2^^  per  han- 
died  ton  homeward  and  way  for  Army 
and  Navy  cargo  shipped  under  standard 
form  of  Government  bill  of  lading  as 
required  under  Traffic  Regulation  No.  3, 
issued  September  9,  1942,  and  when  not 
coming  within  the  preceding  provisions 
hereof. 

*  «  *  •  * 

(d)  250  per  handled  ton  for  all  other 
cargoes  outward  and  200  per  handled 
ton  for  all  other  homeward  or  way  car¬ 
goes,  not  falling  within  paragraphs  (a) , 
(b)  and  (c).  (The  Administrator  re¬ 
serves  the  right  to  determine  the  rea¬ 
sonableness  of  commercial  rates  on  bulk 
and  other  cargoes,  from  the  effective 
date  of  this  order.) 

and  add  the  following  paragraph  (e) : 

(e)  2^2%  of  the  vessel’s  revenue  on 
outward  ad  valorem  cargo  and  mail,  and 
l‘/i%  of  the  vessel’s  revenue  on  home¬ 
ward  and  way  ad  valorem  cargo  and 
mail. 

Strike  out  paragraphs  (a)  and  (c)  of 
§  306.8  and  insert  in  lieu  thereof- the 
following: 

1  306.8  Compensation  of  agents  at 
ports  outside  of  continental  United 
States,  (a)  2y20  per  handled  ton  for 
all  Army  and  Navy  cargo  outward  or 
homeward  where  the  cargo  is  handled 
by  the  Army  or  Navy  and  the  agent  is  not 
required  to  check  the  details  of  the  cargo 
handled:  Provided  further.  Where  the 
vessel  handled  a  full  cargo  and  the  detail 
of  the  tonnage  handled  is  not  made 
available  by  the  Army  or  Navy  to  the 
agent,  the  agent  shall  receive  a  fee  of 
$250.00.  150  per  handled  ton  outward 
and  12Vi0  per  handled  ton  homeward 
'  and  way  for  Army  and  Navy  cargo 
shipped  under  standard  form  of  Gov¬ 
ernment  bill  of  lading  as  required  under 
4  Traffic  Regulation  No.  3,  issued  Septem¬ 


ber  9, 1942,  and  when  not  coming  within 
the  preceding  provisions  hereof. 

*  *  •  *  • 

(c)  100  per  handled  ton  for  outward 
or  homeward  cargo  shipped  for  Lend- 
Lease  account. 

and  add  the  following  paragraph  (e) : 

(e)  2*/^%  of  the  vessel’s  revenue  on 
outward  ad  valorem  cargo  and  mail,  and 
1Mj%  of  the  vessel’s  revenue  on  home¬ 
ward  and  way  ad  valorem  cargo  and  mail. 

Strike  out  the  first  part  of  paragraph 
(a)  Basic  Scale  (§  306.9)  and  substitute 
in  lieu  thereof  the  following: 

§  306.9  Compensation  of  general 
agents — (a)  Basic  scale.  For  each  cal¬ 
endar  month  or  prorata  thereof  begin¬ 
ning  with  the  month  in  which  the  first 
vessel  subject  hereto  is  delivered  to  the 
general  agent  and  ending  with  the  cal¬ 
endar  month  or  prorata  thereof  (part 
days  shall  count  as  whole  days)  in  which 
the  last  vessel  subject  hereto  is  redeliv¬ 
ered  by  the  general  agent,  the  basic  com¬ 
pensation,  computed  on  the  basis  of  pay¬ 
able  tons  of  the  vessels  handled  during 
each  such  month,  shall  be  calculated  in 
accordance  with  the  following  scale: 

*  *  *  *  • 

[seal]  E.  S.  Land, 

Administrator. 

October  21,  1942. 

[P.  R.  Doc.  42-10895;  Filed,  October  27,  1942; 

11:19  a.  m.] 


TITLE  49— TRANSPORTATION 
AND  RAILROADS 

Chapter  II — Office  of  Defense 
Transportation 
(Exemption  Order  ODT  21-1) 

Part  521 — Conservation  of  Motor 

Equipment;  Exceptions,  Permits,  and 

Exemptions 

SUBPART  M — CERTIFICATES  OF  WAR  NECESSITY 

Special  Industrial,  Construction,  and 
Maintenance  Vehicles,  etc. 

By  virtue  of  the  authority  vested  in 
me  by  Executive  Order  No.  8989,  dated 
December  18,  1941,  and  by  Executive 
Order  No.  9156,  dated  May  2,  1942: 

It  is  hereby  ordered.  That: 

§  521.3500  Partial  exemption  of  special 
industrial,  construction,  and  mainte¬ 
nance  vehicles,  farm  machines,  certain 
trailers,  and  motorcycles  and  motor 
scooters  available  for  public  rental.  In¬ 
dustrial  motor  vehicles  equipped  with 
solid  rubber  tires  or  pneumatic  tires,  not 
designed  for  use  on  the  highways,  and 
used  within  industrial  plants,  ware¬ 
houses,  docks  and  terminals  for  intra¬ 
plant  movement  of  property;  motor 
graders,  scrapers,  scoops,  bulldozers,  and 
other  similar  vehicles  equipped  with  solid 
rubber  tires  or  pneumatic  tires  and  used 
in  construction  or  maintenance  work; 
planters,  broadcast  seeders,  fertilizer 
distributors,  sprayers,  and  other  similar 
machines  equipped  with  solid  rubber 
tires  or  pneumatic  tires  and  used  in 
farming  operations;  farm  trailers  and 
semitrailers,  and  other  trailers  and  semi- 
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trailers  equipped  with  solid  rubber  tires 
or  pneumatic  tires,  regularly  drawn  or 
powered  by  private  passenger  automo¬ 
biles;  and  motorcycles  and  motor  scoot¬ 
ers  available  for  public  rental,  are  hereby 
exempted  from  the  provisions  of  Subpart 
M,  (Gteneral  Order  ODT  21  *)  Part  501, 
this  chapter  and  title  of  the  Code  of 
Federal  Regulations,  except  §  501.101. 

This  Exemption  Order  (§  521.3500) 
shall  become  effective  on  November  15, 
1942,  and  shall  remain  in  full  force  and 
effect  until  further  ordered. 

(E.O.  8989  and  E.O.  9156;  6  F.R.  6725,  7 
F.R.  3349) 

Issued  at  Washington,  D.  C.,  this  22d 
day  of  October  1942. 

Joseph  B.  Eastman, 
Director  of  Defense  Transportation. 

[P.  R.  Doc.  42-10902;  Piled,  October  27,  1942; 

11:36  a.  m.] 


Notices 


DEPARTMENT  OF  AGRICULTURE. 

[Memorandum  748,*  Supp.  1] 

Land  for  Resettlement  Purposes 

AUTHORIZATION  OF  USE 

October  26,  1942. 

Authorizing  the  use  of  land  acquired 
for  resettlement  purposes  in  accordance 
with  the  provisions  of  Title  I  of  the 
Bankhead -Jones  Farm  Tenant  Act. 

Pursuant  to  the  powers  vested  in  me 
by  the  Bankhead-Jones  Farm  Tenant 
Act,  and  as  Secretary  of  Agriculture, 
paragraph  1  of  Memorandum  No.  748  of 
the  Secre^ry  of  Agriculture,  dated  Feb¬ 
ruary  14,'*  1938,  is  hereby  amended  to 
read  as  follows: 

1.  Upon  determination  by  the  Admin¬ 
istrator  of  the  Farm  Security  Adminis¬ 
tration  that  any  land  acquired  by  the 
United  States  for  resettlement  purposes, 
including  lands  transferred  by  a  rural 
rehabilitation  corporation  under  a  trust 
agreement  or  purchased  out  of  a  fund 
established  pursuant  to  such  an  agree¬ 
ment,  is  suitable  for  the  purposes  of 
Title  I  of  the  Bankhead-Jones  Farm 
Tenant  Act,  said  Administrator  is  au¬ 
thorized  to  utilize  said  land  for  the  pur¬ 
poses  of  said  title  and  to  authorize  the 
making  of  loans  for  the  necessary  im¬ 
provements  thereon  to  such  individuals 
and  upon  such  terms  as  shall  be  in  ac¬ 
cordance  with  the  provisions  of  said 
title. 

tsEALl  Paul  H.  Appleby, 

Acting  Secretary. 

IP  R.  Doc.  42-10901;  Piled,  October  27,  1942; 

11:28  a.  m.] 


department  of  labor. 

Wage  and  Hour  Division. 
Handkerchief  Manufacturing  Industry 

NOTICE  OF  ORAL  ARGUMENT 

Notice  of  oral  argument  in  the  matter 
of  the  minimum  wage  recommendation 


*7  PR.  7100. 
*3  PR.  461. 


of  Industry  Committee  No.  46  for  the 
handkerchief  manufacturing  industry 
and  the  prohibition,  restriction  or  regu¬ 
lation  of  home  work  in  the  industry. 

Notice  is  hereby  given  that  the  Admin¬ 
istrator  of  the  Wage  and  Hour  Division 
will  hear  on  Thursday,  November  12, 
1942  at  10:00  a.  m.  at  his  office,  165  West 
46th  Street,  New  York,  New  York,  from 
persons  who  entered  an  appearance  at 
the  hearing  held  on  October  7,  1942  on 
the  minimum  wage  recommendation  of 
Industry  Committee  No.  46  for  the  Hand¬ 
kerchief  Manufacturing  Industry  and 
the  prohibition,  restriction  or  regulation 
of  home  work  in  the  industry,  oral  ar¬ 
gument  bearing  on  the  issues  which  are 
before  him  in  this  matter,  provided  that 
on  or  before  November  9,  1942  such  per¬ 
sons  notify  the  Wage  and  Hour  Division 
of  their  intention  to  offer  oral  argument 
and  of  the  amount  of  time  they  will  re¬ 
quire  to  make  their  presentation. 

Dated:  October  26,  1942. 

L.  Metcalfe  Walling, 
Administrator. 

(P.  R.  Doc.  42-10897;  Piled,  October  27,  1942; 

11:21  a.  m.] 


FEDERAL  COMMUNICATIONS  COM- 

MISSION. 

[Docket  No.  6223] 

Wichita  Broadcasting  Company 

NOTICE  OF  HEARING 

In  re  application  of  Wichita  Broad¬ 
casting  Company  (KWFT) ,  dated  March 
2,  1941,  for  modification  of  license;  class 
of  service,  broadcast;  class  of  station, 
broadcast;  location,  Wichita  Palls, 
Texas;  operating  assignment  specified: 
frequency,  620  kc.;  power,  5  kw.  (DA — 
night) ;  hours  of  operation,  unlimited. 

You  are  hereby  notified  that  the  Com¬ 
mission  has  examined  the  above-de¬ 
scribed  application  and  has  designated 
the  matter  for  hearing  for  the  following ' 
reasons: 

1.  To  determine  whether  the  granting 
of  this  application  would  be  consistent 
with  the  policy  announced  by  the  Com¬ 
mission  in  its  Memorandum  Opinion  of 
April  27,  1942. 

2.  To  determine  whether  in  view  of 
the  foregoing  the  granting  of  this  appli¬ 
cation  would  serve  public  interest,  con¬ 
venience  and  necessity. 

The  application  involved  herein  will 
not  be  granted  by  the  Commission  unless 
the  issues  listed  above  are  determined  in 
favor  of  the  applicant  on  the  basis  of 
a  record  duly  and  properly  made  by 
means  of  a  formal  hearing. 

The  applicant  is  hereby  given  the  op¬ 
portunity  to  obtain  a  hearing  on  such 
issues  by  filing  a  written  appearance  In 
accordance  with  the  provisions  of  §  1.382 
(b)  of  the  Commission’s  Rules  of  Prac¬ 
tice  and  Procedure.  Persons  other  than 
the  applicant  who  desire  to  be  heard  must 
file  a  petition  to  intervene  in  accordance 
with  the  provisions  of  §  1.102  of  the  Com¬ 
mission’s  Rules  of  Practice  and  Proce¬ 
dure. 

The  applicant's  address  is  as  follows: 
i  Wichita  Broadcasting  Company,  Radio 


Station  KWFT,  800  Eighth  Street,  Wich¬ 
ita  Palls,  Texas. 

Dated  at  Washington,  D.  C.,  October 
22,  1942. 

By  the  Commission. 

[seal]  T.  J.  Slowik, 

Secretary. 

[F.  R.  Doc.  42-10885;  Filed,  October  27,  1942; 
10:26  a.  m.] 


[Docket  No^  6432] 

Lee  Bros.  Broadcasting  System 

NOTICE  DENYING  PETITION,  ETC. 

In  re  application  of  J.  C.  and  E.  W. 
Lee  (Lee  Bros.  Broadcasting  Company) 
(KFXM),  dated  January  20,  1942,  for 
construction  permit;  class  of  service, 
broadcast;  class  of  station,  broadcast; 
location,  San  Bernardino,  California: 
operating  assignment  specified:  Fre¬ 
quency,  1300  kc.;  power,  1  kw.  (DA — 
night  and  day) ;  hours  of  operation,  un¬ 
limited. 

You  are  hereby  notified  that  the  Com¬ 
mission  on  September  15,  1942,  denied 
the  petition  of  the  applicant  filed  pur¬ 
suant  to  the  Memorandum  Opinion  of 
the  Commission  of  April  27,  1942,  and 
designated  the  above-entitled  matter  for 
hearing  upon  the  following  issues: 

1.  To  determine  whether  the  granting 
of  the  application  would  be  consistent 
with  the  Commission’s  Memorandum 
Opinion  of  April  27,  1942. 

2.  To  determine  whether  in  view  of 
the  foregoing,  the  granting  of  this  appli¬ 
cation  would  serve  public  interest,  con¬ 
venience  and  necessity. 

'The  application  involved  herein  will 
not  be  granted  by  the  Commission  unless 
the  issues  listed  above  are  determined  in 
favor  of  the  applicant  on  the  basis  of 
a  record  duly  and  properly  made  by 
means  of  a  formal  hearing. 

The  applicant  is  hereby  given  the  op¬ 
portunity  to  obtain  a  hearing  on  such 
issues  by  filing  a  written  appearance  in 
accordance  with  the  provisions  of  §  1.382 
(b)  of  the  Commission’s  Rules  of  Prac¬ 
tice  and  Procedure.  Persons  other  than 
the  applicant  who  desire  to  be  heard 
must  file  a  petition  to  intervene  in  ac¬ 
cordance  with  the  provisions  of  §  1.102 
of  the  Commission’s  Rules  of  Practice 
and  Procedure. 

The  applicant’s  address  l.s  as  follows: 
J.  C.  and  E.  W.  Lee  (Lee  Brothers  Broad¬ 
casting  Company) ,  Radio  Station 
KFXM,  California  Hotel.  512  Fifth 
Street,  San  Bernardino,  California. 

Dated  at  Washington,  D.  C.,  October 
22,  1942. 

By  the  Commission. 

[seal]  T.  j.  Slowie, 

Secretary. 

[F.  R.  Doc.  42-10886;  Filed,  October  27,  1942; 

10:26  a.  m.] 


[Docket  No.  6445] 

Olympic  Broadcasting  Corporation 

NOTICE  DENYING  PETITION,  ETC. 

In  re  application  of  Olympic  Brosid- 
casting  Corporation  (New),  dated  Octo- 
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ber  15,  1941,  for  construction  permit; 
class  of  service,  broadcast;  class  of  sta¬ 
tion,  broadcast;  location,  Bremerton, 
Washington;  operating  assignment  spec¬ 
ified:  Frequency,  1540  kc.;  power,  500  w.; 
hours  of  operation,  unlimited. 

You  are  hereby  notified  that  the  Com¬ 
mission  on  October  6,  1942,  denied  the 
petition  of  the  applicant  filed  pursuant 
to  the  Memorandum  Opinion  of  the  Com¬ 
mission  of  April  27,  1942  and  designated 
the  above-entitled  matter  for  hearing 
upon  the  following  issues: 

1.  To  determine  whether  the  granting 
of  this  application  would  be  consistent 
with  the  policy  announced  by  the  Com¬ 
mission  in  its  Memorandum  Opinion  of 
AprU  27,  1942. 

2.  To  determine  whether  in  view  of  the 
foregoing  the  granting  of  this  applica¬ 
tion  would  serve  public  interest,  con¬ 
venience  and  necessity. 

The  application  involved  herein  will 
not  be  granted  by  the  Commission  un¬ 
less  the  issues  listed  above  are  deter¬ 
mined  in  favor  of  the  applicant  on  the 
basis  of  a  record  duly  and  properly  made 
by  means  of  a  formal  hearing. 

The  applicant  is  hereby  given  the  op¬ 
portunity  to  obtain  a  hearing  on  such  is¬ 
sues  by  filing  a  written  appearance  in 
accordance  with  the  provisions  of  §  1.382 
(b)  of  the  Commission’s  Rules  of  Prac¬ 
tice  and  Procedure.  Persons  other  than 
the  applicant  who  desire  to  be  heard 
must  fide  a  petition  to  intervene  in  ac¬ 
cordance  with  the  provisions  of  §  1.102 
of  the  Commission’s  Rules  of  Practice 
and  Procedure. 

’The  applicant’s  address  is  as  follows: 
Olympic  Broadcasting  Corporation.  30 
Harrison  Building,  Fourth  and  Pacific, 
Bremerton,  Washington. 

Dated  at  Washington,  D.  C.,  October  22, 
1942. 

By  the  Commission. 

tSEALl  T.  J.  Slowie, 

Secretary. 

IP.  R.  Doc.  42-10887;  Piled,  October  27,  1942; 

10:26  a.  m.] 


FEDERAL  POWER  COMMISSION. 

[Docket  No.  G-3C5] 

W.  S.  Fees 

ORDER  FIXING  DATE  OF  HEARING 

October  24,  1942. 

It  appearing  to  the  Commission  that: 

(a)  On  May  7, 1942,  W.  S.  Fees  of  lola, 
Kansas,  filed  an  application  for  a  cer¬ 
tificate  of  public  convenience  and  neces¬ 
sity  for  continued  operation  as  a  natural 
gas  company  based  on  alleged  bona  fide 
operation  on  February  7,  1942,  and  since 
that  date,  as  specified  in  section  7  (c)  of 
the  Natural  Gas  Act  as  amended; 

(b)  The  application  does  not  set  forth 
sufficient  facts  to  justify  a  finding  by  the 
Commission  that  W.  S.  Fees  was  a  natural 
gas  company  bona  fide  engaged  in  the 
transportation  or  sale  of  natural  gas  on 
February  7,  1942,  and  since  that  date, 
within  the  meaning  of  section  7  (c)  of 
the  Natural  Gas  Act  as  amended; 

The  Commission  orders.  That: 

A  public  hearing  be  held  in  Room  664, 
U.  S.  Court  House,  Kansas  City,  Mis¬ 


souri,  beginning  at  10:00  a.  m.  on  No¬ 
vember  2, 1942,  to  determine  (1)  whether 
W.  S.  Fees  was  on  February  7,  1942,  and 
has  been  since  that  date,  a  natural  gas 
company  bona  fide  engaged  in  the  trans¬ 
portation  or  sale  of  natural  gas  within 
the  meaning  of  section  7  (c)  of  the  Nat¬ 
ural  Gas  Act,  as  amended;  and  (2)  all 
relevant  facts  and  circumstances  relating 
to  the  purchase  and  sale  of  natural  gas 
by  W.  S.  Fees,  as  set  forth  in  his  ap¬ 
plication  for  a  certificate,  or  otherwise. 

By  the  Commission. 

[SEAL]  Leon  M.  Fuquay, 

Secretary. 

(F.  R.  Doc.  42-10896;  Piled,  October  27,  1942; 

11:13  a.  m.] 


FEDERAL  TRADE  COMMISSION. 

[Docket  No.  4821] 

Southgate  Brokerage  Company,  Inc. 
ORDER  appointing  TRIAL  EXAMINER,  ETC. 

Order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking  testi¬ 
mony. 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  City  of  Washington,  D.  C.,  on  the 
26th  day  of  October,  A.  D.  1942. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony,  and  pursu¬ 
ant  to  authority  vested  in  the  Federal 
Trade  Commission,  under  Acts  of  Con¬ 
gress  (38  Stat.  717;  15  U.S.C.A.,  section 
41),  and  (49  Stat.  1526,  U.S.C.A.,  section 
13,  as  amended). 

It  is  ordered,  'That  W.  W.  Sheppard,  a 
trial  examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap¬ 
pointed  to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per¬ 
form  all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  in  this  proceeding  begin  on 
Wednesday,  November  4,  1942,  at  ten 
o’clock  in  the  forenoon  of  that  day  (east¬ 
ern  standard  time)  in  Room  409,  Post 
Office  Building,  Norfolk,  Virginia. 

Upon  completion  of  testimony  for  the 
Federal  Trade  Commission,  the  trial  ex¬ 
aminer  is  directed  to  proceed  immedi¬ 
ately  to  take  testimony  and  evidence  on 
behalf  of  the  respondent.  The  trial  ex¬ 
aminer  will  then  close  the  case  and  make 
his  report  upon  the  evidence. 

By  the  Commission. 

[SEAL]  Otis  B.  Johnson, 

Secretary. 

[P.  R.  Doc,  42-10898;  Piled,  October  27,  1942; 

11:24  a.  m.] 


[Docket  No.  4823] 

Fraering  Brokerage  Company,  Inc. 
^ORDER  appointing  TRIAL  EXAMINER,  ETC. 

Order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking  testi¬ 
mony. 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in 
the  City  of  Washington,  D.  C.,  on  the 
26th  day  of  October,  A.  D.  1942. 

This  matter  being  at  issue  and  ready 
for  the  taking  of  testimony,  and  pur¬ 


suant  to  authority  vested  in  the  Federal 
Trade  Commission,  under  Acts  of  Con¬ 
gress  (38  Stat.  717;  15  U.S.C.A.,  section 
41),  and  (49  Stat.  1526,  U.S.C.A.,  section 
13,  as  amended) , 

It  is  ordered.  That  William  W.  Shep¬ 
pard,  a  Trial  Examiner  of  this  Commis¬ 
sion,  be  and  he  hereby  is  designated  and 
appointed  to  take  testimony  and  receive 
evidence  in  this  proceeding  and  to  per¬ 
form  all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  in  this  proceeding  begin  on 
Thursday,  November  12,  1942,  at  ten 
o’clock  in  the  forenoon  of  that  day  (cen¬ 
tral  standard  time).  Room  713,  Pere 
Marquette  Building,  New  Orleans,  Lou¬ 
isiana. 

Upon  completion  of  testimony  for  the 
Federal  Trade  Commission,  the  Trial  Ex¬ 
aminer  is  directed  to  proceed  immedi¬ 
ately  to  take  testimony  and  evidence  on 
behalf  of  the  respondent.  The  Trial 
Examiner  will  then  close  the  case  and 
make  his  report  upon  the  evidence. 

By  the  Commission. 

[seal]  Otis  B,  Johnson, 

Secretary. 

[P.  R.  Doc.  42-10900;  PUed,  October  27,  1942; 

11:  24  a.  m.] 


(Docket  No.  4822]  I 

Atlantic  Packing  Co.,  et  al.  ; 

ORDER  appointing  TRIAL  EXAMINER,  ETC.  j 

In  the  matter  of  Atlantic  Packing  Com-  • 
pany  and  Atlantic  Packing  Company,  I 

Distributors,  et  al.  ' 

Order  appointing  trial  examiner  and 
fixing  time  and  place  for  taking  testi-  , 
mony. 

At  a  regular  session  of  the  Federal 
Trade  Commission,  held  at  its  office  in  : 
the  City  oi  Washington,  D.  C.,  on  the  [ 
23rd  day  of  October,  A.  D.  1942.  j 

This  matter  being  at  issue  and  ready  \ 
for  the  taking  of  testimony,  and  pursuant 
to  authority  vested  in  the  Federal  Trade 
Commission,  under  an  Act  of  Congress 
(38  Stat.  717;  15  U.S.C.A.,  section  41),  ; 

It  is  ordered.  That  Clyde  M.  Hadley,  a 
Trial  Examiner  of  this  Commission,  be 
and  he  hereby  is  designated  and  ap¬ 
pointed  to  take  testimony  and  receive  evi-  ' 
dence  in  this  proceeding  and  to  perform 
all  other  duties  authorized  by  law; 

It  is  further  ordered.  That  the  taking 
of  testimony  in  this  proceeding  begin  on 
Monday,  November  9, 1942,  at  ten  o’clock 
in  the  forenoon  of  that  day  (eastern 
standard  time)  in  Court  Room  No.  6, 
United  States  Post  Office,  William  Penn 
Annex,  Philadelphia,  Pennsylvania. 

Upon  completion  of  testimony  for  the 
Federal  Trade  Commission,  the  Trial 
Examiner  is  directed  to  proceed  imme¬ 
diately  to  take  testimony  and  evidence 
on  behalf  of  the  respondent.  The  Trial 
Examiner  will  then  close  the  case  and 
make  his  report  upon  the  evidence. 

By  the  Commission. 

[seal]  Otis  B.  Johnson, 

Secretary. 

[F.  R.  DOC.  42-10899;  Piled,  October  27,  1943; 

11:24  a.  m.] 
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OFFICE  OF  PRICE  ADMINISTRATION. 
[Amenoment  2  to  Administrative  Order  25] 
Regional  Administrators 

DELEGATION  OF  AUTHORITY  TO  ACT  FOR  THE 
PRICE  ADMINISTRATOR 

Subparagraphs  (2)  and  (3)  of  para¬ 
graph  (a)  and  subparagraphs  (2)  and 
(3)  of  paragraph  (b)  of  Administrative 
Order  No.  25  are  hereby  amended  to  read 
as  set  forth  below: 

(a)  •  *  * 

(2)  Orders  of  adjustment  of  the  maxi¬ 
mum  prices  reported  by  sellers  pursuant 
to  §  1499.3  (a)  of  the  General  Maximum 
Price  Regulation,  or  any  identical  pro¬ 
vision  of  any  maximum  price  regulation, 
or  §  1499.4b  of  the  General  Maximum 
Price  Regulation,  or  §§  1499.102  (c)  or 
1499.102  (d)  or  1499.103  (d)  of  Maximum 
Price  Regulation  No.  165,  as -amended, 
(Services)  or  §§  1389.154  (b)  or  1389.154 
(c)  of  Maximum  Price  Regulation  No. 
178,  as  amended  (Women’s  Fur  Gar¬ 
ments)  . 

(3)  Determinations  of  maximum 
prices  pursuant  to  §  1499.3  (c)  of  the 
General  Maximum  Price  Regulation,  or 
§  1499.4a  of  the  General  Maximum  Price 
Regulation  and  §  1305.17  of  Supplemen¬ 
tary  Order  No.  13,  or  §  1389.154  (a)  of 
Maximum  Price  Regulation  No.  178,  as 
amended  (Women’s  Fur  Garments). 

(b)  *  *  * 

(2)  Orders  of  adjustment  of  the 
maximum  prices  reported  by  sellers  pur¬ 
suant  to  §  1499.3  (a)  of  the  General 
Maximum  Price  Regulation,  or  any  iden¬ 
tical  provision  of  any  maximum  price 
regulation,  or  §  1499.4b  of  the  General 
Maximum  Price  Regulation,  or  §§  1499.- 
102  (c)  or  1499.102  (d)  or  1499.103  (d) 
of  Maximum  Price  Regulation  No.  165, 
as  amended  (Services)  or  §§  1389.154  (b) 
or  1389.154  (c)  of  Maximum  Price  Regu¬ 
lation  No.  178,  as  amended  (Women’s 
Pur  Garments). 

(3)  Determinations  of  maximum 
prices  pursuant  to  §  1499.3  (c)  of  the 
General  Maximum  Price  Regulation,  or 
§  1499.4a  of  ’he  General  Maximum  Price 
Regulation  and  §  1305.17  of  Supplemen¬ 
tary  Order  No.  13,  or  §  1389.154  (a)  of 
Maximum  Price  Regulation  No.  178,  as 
amended,  (Women’s  Fur  Garments) . 

«  *  *  *  * 

This  Amendment  No.  2  to  Administra¬ 
tive  Order  No.  25  shall  be  effective  Octo¬ 
ber  30,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

IF.  R.  Doc.  42-10846;  Filed,  October  26,  1942; 
12:24  p.  m.] 


[Order  15  Under  |  1499.158  of  MPR  188] 
Keasbey  &  Mattison  Co. 

AUTHORIZATION  OF  MAXIMUM  PRICES 

Order  No.  15  under  §  1499.158  of  Max¬ 
imum  price  Regulation  I^o.  188 — Manu¬ 


facturers’  Maximum  Price  for  Specified 
Building  Materials  and  Consumers’  Goods 
Other  Than  Apparel. 

On  August  8,  1942,  Keasbey  &  Mattison 
Company  of  Ambler,  Pennsylvania  filed 
an  application  with  the  Office  of  Price 
Administration  seeking  a  specific  author¬ 
ization  pursuant  to  §  1499.158  of  Maxi¬ 
mum  Price  Regulation  No.  188  to  deter¬ 
mine  maximum  prices  for  certain  “cus¬ 
tom-made”  products  (as  defined  in  par¬ 
agraph  (b)  below)  and  for  instructions 
as  to  the  method  to  be  used  in  determin¬ 
ing  maximum  prices  for  such  products 
to  be  manufactured  by  them. 

Authorization  for  Keasbey  &  Mattison 
Comvany  to  determine  maximum  prices 
for  certain  custom-made  products,  (a) 
The  maximum  price  which  may  be 
charged  by  Keasbey  &  Mattison  Company 
for  custom-made  products  shall  be  deter¬ 
mined  in  accordance  with  the  following 
formula: 

(1)  Determine  the  unit  cost  of  the  di¬ 
rect  labor  involved  in  the  production  of 
the  custom  -made  product  based  upon  the 
highest  wage  rates  in  effect  in  the  com¬ 
pany’s  plant  for  any  substantial  portion 
of  March  1942,  for  each  class  of  labor 
involved  in  the  production  of  the  article. 

(2)  Add  to  this  sum  the  unit  cost  of 
the  direct  materials  used  in  manufactur¬ 
ing  the  custom-made  product  based  upon 
the  highest  price  charged  during  March 
1942,  by  the  manufacturer’s  supplier  to 
the  Keasbey  &  Mattison  Company  or, 
failing  a  sale  to  Keasbey  &  Mattison  Com¬ 
pany,  to  a  purchaser  of  the  same  class 
as  the  Keasbey  &  Mattison  Company; 
except  that  if  the  Office  of  Price  Admin¬ 
istration  has  established  a  lower  maxi¬ 
mum  price  for  the  sale  of  the  material 
to  the  manufacturer  by  his  supplier,  such 
lower  price  shall  govern.  . 

(3)  Add  to  the  amounts  determined 
under  (1)  and  (2)  above  the  sum  arrived 
at  by  applying  to  the  cost  of  the  direct 
labor  and  material  for  the  particular 
custom-made  product  being  priced,  as 
determined  under  (1)  and  (2)  above,  the 
percentage  mark-up  in  effect  during 
March  1942,  as  filed  in  the  Office  of  Price 
Administration,  for  each  of  the  following 
types  of  products: 

Asbestos  paper  and  millboard. 

High  and  low  pressure  insulations. 
Cements,  insulating  and  adhesive. 

Sprayed  “Limpet”  fibre. 

Asbestos-cement  wallboards. 

Corrugated  asbestos  and  asbestos  lumber. 
Impregnated  and  plain  asbestos-cement 
sheets  used  for  electrical  purposes. 
Asbestos-cement  shingles  and  siding. 
Asbestos-cement  “Century”  pipe  and  ac¬ 
cessories. 

(4)  The  price  so  determined  shall  be 
the  maximum  price  for  the  custom-made 
product  being  priced.  All  freight  equali¬ 
zation  practices  and  allowances,  all  trade 
or  cash  discounts  applicable  to  the  sale 
of  any  type  of  custom-made  product, 
whether  based  on  quantity,  class  of  pur¬ 
chaser,  or  any  other  cause,  shall  be  ap¬ 
plicable  to  the  sale  of  any  custom-made 
products  whose  maximum  prices  are  de¬ 
termined  under  this  order. 

(b>  The  term  “custom-made  product” 
as  used  in  this  order  No.  15  shall  include 
all  items  manufactured  by  Keasbey  & 


Mattison  Company  of  the  types  desig¬ 
nated  in  paragraph  (a)  (3)  above,  which 
are  subject  to  Maximum  Price  Regula¬ 
tion  No.  188;  and 

(1)  Which  are  not  part  of ,  and  will  not 
become  a  part  of,  Keasbey  &  Mattison 
Company’s  standard  line  of  products;  or 

(2)  Which  were  not  delivered  or  of¬ 
fered  for  delivery  during  March  1942,  by 
Keasbey  &  Mattison  Company;  or 

(3)  Whose  prices  cannot  be  deter¬ 
mined  upon  the  basis  of  prices  which 
Keasbey  &  Mattison  Company  had  in 
effect  for  standard  items  and  for  special 
processing  during  March*  1942;  or 

(4)  Which  may  not  be  priced  under 
§  1499.155  of  Maximum  Price  Regulation 
No.  188. 

(c)  Within  ten  days  after  a  maximum 
price  has  been  determined  in  accordance 
with  this  order,  the  Keasbey  &  Mattison 
Company  shall  report  that  price  to  the, 
Office  of  Price  Administration,  stating 
that  the  price  was  determined  in  ac¬ 
cordance  with  the  formula  set  forth  in 
paragraph  (a)  hereof  and  setting  forth 
in  detail  the  calculations  made  in  deter¬ 
mining  that  price,  including  a  descrip¬ 
tion  of  the  product  and  the  labor  and 
materials  used.  This  report  shall  be  filed 
under  oath  or  affirmation  and  shall  be 
filed  in  triplicate. 

(d)  Any  selling  price  determined  un¬ 
der  this  order  shall  be  subject  to  ad¬ 
justment  at  any  time  by  the  Office  of 
Price  Administration. 

(e)  This  Order  No.  15  may  be  revoked 
or  amended  by  the  Office  of  Price  Admin¬ 
istration  at  any  time. 

(f)  This  Order  No.  15  shall  become 
effective  October  27,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.;  E.O. 
9250,  7  F.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

[F.  R.  Doc.  42-10868;  Filed,  October  26,  1942; 

3:41  p.  m.] 


[Order  16  Under  §  1499.158  of  MPR  188J 
Barnhardt  Manufacturing  Co. 

AUTHORIZATION  OF  MAXIMUM  PRICE 

Order  No.  16  under  §  1499.158  of  Max¬ 
imum  Price  Regulation  No.  188 — Manu¬ 
facturers’  Maximum  Prices  For  Specified 
Building  Materials  and  Consumers’ 
Goods  Other  Than  Apparel. 

For  the  reasons  set  forth  in  an  opin¬ 
ion  issued  simultaneously  herewith  and 
filed  with  the  Division  of  the  Federal 
Register,  and  under  the  authority  vested 
in  the  Price  Administrator  by  the  Emer¬ 
gency  Price  Control  Act  of  1942  and  un¬ 
der  §  1499.158  of  Maximum  Price  Regu¬ 
lation  No.  188,  It  is  hereby  ordered  That: 

(a)  The  maximum  prices  at  which  the 
Barnhardt  Manufacturing  Company  is 
authorized  to  sell,  deliver  and  offer  for 
sale,  and  all  other  persons  are  author¬ 
ized  to  receive  or  buy  from  it  in  the 
course  of  trade  “Natur-Temp”  flame¬ 
proof  cotton  insulation,  f .  o.  b.  Charlotte, 
North  Carolina,  full  freight  allowed  to 
destination,  are  as  follows: 
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Thickness  of 
insulation 

Jobbers  • 

Dealers* 

Without 

paper 

backinR 

Encased 
in  Kraft 
pa))cr 

Without 

paper 

backing 

Encased 
In  back¬ 
ing 

1" . 

$1X00 

$20.00 

$20.00 

$22.22 

. 

22.50 

2.5.00 

25.00 

27.78 

. 

27.50 

30.00 

30.00 

33.33 

3" . 

37.00 

40.  U) 

41. 11 

44.44 

3H'' . 

40. 00 

44.00 

44.00  1 

4XS9 

Discount  on  all  above  prices  2%,  10  days,  net  30  days. 

>  Includes  insulation  contractors,  distributors  and 
builders  of  larpe  defense  bousinp  projects. 

’  Includes  buildinp  supply  dealers,  lumber  dealers  and 
all  sellers  at  retail. 

(b)  The  authorization  granted  to  the 
Earnhardt  Manufacturing  Company,  in 
paragraph  (a)  is  subject  to  the  condi¬ 
tion  that  it  shall  forthwith  notify  the 
dealers  purchasing  “Natur-Temp”  flame¬ 
proof  cotton  insulation  from  it  that  the 
OfiBce  of  Price  Administration  has  by 
this  order  authorized  its  maximum  prices 
as  provided  in  paragraph  (a). 

(c)  This  Order  No.  16  may  be  re¬ 
voked  or  amended  by  the  Price  Adminis¬ 
trator  at  any  time. 

(d)  This  Order  No.  16  shall  become 
effective  October  27,  1942. 

(Pub.  Laws  421  and  729,  77th  Cong.; 
E.O.  9250,  7  P.R.  7871) 

Issued  this  26th  day  of  October  1942. 

Leon  Henderson, 
Administrator. 

(F.  R.  Doc.  42-10867;  Filed,  October  26,  1942; 
3:43  p.  m.] 


(Order  25  Under  Maximum  Price  Regulation 
122 — Solid  Fuels  Delivered  From  Facilities 
Other  Than  Producing  Facilities — ^Dealers — 
Dockets  3122-127,  3122-128,  and  3122-251] 

Burdick  Coal  Co. — City  of  Watertown, 

ET  AL. 

ORDER  GRANTING  ADJUSTMENT 

Correction 

Paragraph  (g)  of  the  order  appearing 
on  page  8369  of  the  issue  for  Friday,  Oc¬ 
tober  16,  1942,  should  read  as  follows: 

(g)  This  Order  No.  25  shall  become 
effective  October  15,  1942. 


[Order  29  Under  RPS  64] 
Comstock-Castle  Stove  Co. 

APPROVAL  OF  MAXIMUM  PRICES 

Correction 

In  the  eleventh  line  of  paragraph  (a) 
of  the  order  appearing  on  page  8448  of 
the  issue  for  Tuesday,  October  20,  1942, 
‘TG971R’'  should  be  ‘TC971R’'. 


SECURITIES  AND  EXCHANGE  COM¬ 
MISSION. 

(File  No.  31-622] 

Kentucky  Natural  Gas  Corporation 
order  granting  exemption,  etc. 

At  a  regular  session  of  the  Securities 
and  Exchange  Commission,  held  at  Its 


office  In  the  City  of  Philadelphia,  Penn¬ 
sylvania,  on  the  24th  day  of  October  1942. 

Kentucky  Natural  Gas  Corporation,  a 
Delaware  corporation  and  a  holding 
company  within  the  meaning  of  the 
Public  Utility  Holding  Company  Act  of 
1935,  having  filed  an  application  and 
amendments  thereto,  pursuant  to  section 
3  (a)  (3)  of  said  Act,  for  exemption  from 
the  provisions  of  section  4  (a)  (4)  there¬ 
of,  relating  to  a  proposed  acquisition  of 
certain  utility  assets;  and 

A  public  hearing  on  said  application 
having  been  duly  held;  the  record  having 
been  considered;  and  the  Commission 
having  issued  and  filed  its  Findings  and 
Opinion  therein; 

It  is  ordered.  That  Kentucky  Natural 
Gas  Corporation,  and  every  subsidiary 
company  thereof  as  such,  be  and  they 
hereby  are  granted  an  exemption  from 
section  4  (a)  (4)  of  the  Act  with  respect 
to  the  proposed  acquistion  of  all  of  the 
utility  assets  of  Kentucky  Public  Service 
Company,  Inc.,  a  non-affiliated  company. 

It  is  further  ordered,  That  any  future 
exemption  will  be  governed  by,  and  sub¬ 
ject  to,  the  limitations  contained  in 
Rule  U-9  of  the  Rules  and  Regulations 
promulgated  by  the  Commission  under 
the  Public  Utility  Holding  Company  Act 
of  1935,  without  prejudice,  however,  to 
the  right  of  Kentucky  Natural  Gas  Cor¬ 
poration  to  obtain  such  further  exemp¬ 
tion  by  order  as  may  be  found  appropri¬ 
ate  upon  application  therefor. 

By  the  Commission. 

[seal]  Orval  L.  DuBois, 

Secretary. 

[P.  R.  Doc.  42-10882;  Piled,  October  27,  1942; 

9:38  a.  m.] 


WAR  PRODUCTION  BOARD. 

(P-19-a,  Serial  No.  1775-A] 

Consolidated  Builders,  Inc.,  Mason  City, 
Washington 

revocation  of  preference  rating 

The  fulfillment  of  requirements  for  the 
defense  of  the  United  States  has  created 
a  shortage  in  the  supply  of  metals,  lum¬ 
ber  and  other  materials  used  in  con¬ 
struction,  for  defense,  for  private  ac¬ 
count  and  for  export,  and  of  construction 
machinery  and  other  facilities  used  in 
construction;  and  the  following  order  is 
deemed  necessary  and  appropriate  in  the 
public  interest  and  to  promote  the  na¬ 
tional  defense:  It  is  therefore  ordered: 

1.  Revocation  of  project  ratings.  Pref¬ 
erence  Rating  Order  P-19-a,  Serial  No. 
1775-A,  heretofore  issued  and  assigned 
under  date  of  October  18,  1941,  to  deliv¬ 
eries  to  the  above-named  Builder,  and  to 
deliveries  to  his  Suppliers,  is  hereby  re¬ 
voked,  insofar  as  it  applies  to  the  fol¬ 
lowing  described  part  of  the  Defense 
Project  described  and  deflned  in  said  se¬ 
rially  numbered  order  (which  part  is 
hereinafter  referred  to  as  “the  project”) : 

All  of  that  part  of  the  project  related  to 
the  Right  (East)  Power  House.  Ck)mpletlon 
of  that  portion  of  the  Grand  Coulee  Dam 
and  the  Left  (West)  Power  House  necessary 
to  place  the  hydro-generators  authorized  for 
Installation  In  the  left  power  house  in  effec¬ 


tive  operation  is  not  included  in  this  revoca¬ 
tion. 

2.  Revocation  of  other  ratings.  All 
preference  rating  certificates  of  any 
character  heretofore  issued  to  the 
Builder  or  to  any  of  his  Suppliers  are 
hereby  revoked,  insofar  as  they  apply  to 
purchase  orders  or  contracts  for  mate¬ 
rials  to  be  incorporated  in  or  used  upon 
the  project. 

3.  Effect  of  revocation.  This  revoca¬ 
tion  shall*  apply  to  ratings  heretofore 
applied  and  extended  as  well  as  to  rat¬ 
ings  which  have  not  yet  been  applied 
or  extended,  except  with  respect  to  rated 
orders  and  contracts  which  have  been 
filled  completely.  For  the  purpose  of 
extension  by  Suppliers,  as  well  as  for  the 
purpose  of  original  application  by  the 
Builder  of  any  such  rating,  all  purchase 
orders  and  contracts  so  rated,  except  or¬ 
ders  or  contracts  which  have  been  com¬ 
pletely  filled,  shall  have  the  status  of 
unrated  orders  or  contracts. 

4.  Prohibition  of  construction.  The 
Builder  shall  neither  perform  nor  per¬ 
mit  the  performance  of  any  further  con¬ 
struction  or  installation  on  the  project, 
except  that  until  November  15, 1942,  and 
thereafter  if  expressly  permitted  by  the 
Director  General  for  Operations,  con¬ 
struction  may  be  continued  solely  for 
purposes  of  safety  or  health  or  to  avoid 
undue  flamage  to  or  deterioration  of 
materials. 

5.  Prohibition  of  deliveries  of  material. 
Effective  immediately  the  Builder,  and 
effective  October  28,  1942,  all  Suppliers, 
shall  cease  delivering  or  accepting  de¬ 
livery  of  any  materials  to  be  used  in  con¬ 
nection  with  the  construction  of  or  any 
installation  on  the  project.  This  par¬ 
agraph  shall  not,  however,  prohibit  the 
delivery  to  their  immediate  destination 
of  any  materials  which  are  now  in  tran¬ 
sit,  or  the  acceptance  of  any  such  de¬ 
livery. 

6.  Notice  to  suppliers.  The  Builder 
shall  promptly  advise  its  Suppliers  of 
the  terms  of  this  order,  and  each  Sup¬ 
plier  shall  in  turn  notify  his  Suppliers. 

7.  Application  for  exception.  The 
Builder  or  any  Supplier  who  considers 
that  compliance  with  this  order  would 
work  an  exceptional  and  unreasonable 
hardship  upon  him  may  apply  to  the 
Director  General  for  Operations  for  an 
exception,  setting  forth  the  pertinent 
facts  and  the  reasons  why  he  considers 
he  is  entitled  to  the  relief  requested. 
The  Director  General  for  Operations 
may  thereupon  take  such  action  as  he 
deems  appropriate,  including  the  resto¬ 
ration  or  temporary  restoration  of  any 
rating  herein  revoked. 

8.  Effect  on  prior  orders.  This  order 
supersedes  all  previous  orders  and  di¬ 
rectives  of  the  War  Production  Board 
relative  to  the  project. 

9.  Communications.  All  communica¬ 
tions  concerning  this  revocation,  includ¬ 
ing  applications  for  exception  under 
paragraph  7,  shall  be  addressed  to  the 
War  Production  Board,  Facility  Review 
Committee,  Washington,  D.  C. 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680: 
W.PB.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
FJl.  329;  E.O.  9040,  7  F.R.  527;  E.O.  9125, 
7  FJl.  2719;  sec.  2  (a).  Pub.  Law  671, 
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76th  Cong.,  as  amended  by  Pub.  Laws 
89  and  507,  77th  Cong.)  ' 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 

Director  General  for  Operations. 

[P.  R.  Doc.  42-10903:  Filed,  October  27,  1942; 
11:51  a.  m.] 


IP-19-a,  Serial  No.  984- A] 

U.  S.  Bureau  of  Reclamation,  Denver, 
Colorado 

REVOCATION  OF  PREFERENCE  RATING 

The  fulfillment  of  requirements  for  the 
defense  of  the  United  States  has  cre¬ 
ated  a  shortage  in  the  supply  of  metals, 
lumber  and  other  materials  used  in  con¬ 
struction,  for  defense,  for  private  account 
and  for  export,  and  of  construction  ma¬ 
chinery  and  other  facilities  used  in  con¬ 
struction;  and  the  following  order  is 
deemed  necessary  and  appropriate  in  the 
public  interest  and  to  promote  the  na¬ 
tional  defense:  It  is  therefore  ordered: 

1.  Revocation  of  ratings.  Preference 
Rating  Order  P-19-a,  Serial  No.  984-A, 
heretofore  issued  and  assigned  under 
date  of  September  23,  1941,  to  deliveries 
to  the  above-named  builder  and  to  de¬ 
liveries  to  his  suppliers,  is  hereby  re¬ 
voked.  All  preference  rating  certificates 
of  any  character  heretofore  issued  to  the 
builder  or  to  any  of  his  suppliers  are 
hereby  revoked,  insofar  as  they  apply  to 
purchase  orders  or  contracts  for  mate¬ 
rials  to, be  incorporated  in  or  used  upon 
the  defense  project  described  and  defined 
in  Preference  Rating,  Order  P-19-a, 
Serial  No.  984-A.  (hereinafter  referred 
to  as  “the  project”). 

2.  Effect  of  revocation.  This  revoca¬ 
tion  shall  apply  to  ratings  heretofore  ap¬ 
plied  and  extended  as  well  as  to  ratings 
which  have  not  yet  been  applied  or  ex¬ 
tended,  except  with  respect  to  rated-  or¬ 
ders  and  contracts  which  have  been  filled 
completely.  For  the  purpose  of  exten¬ 
sion  by  suppliers,  as  well  as  for  the  pur¬ 
pose  of  original  application  by  the 
builder  of  any  such  rating,  all  purchase 
orders  and  contracts  so  rated,  except  or¬ 
ders  of  contracts  which  have  been  com¬ 
pletely  filled,  shall  have  the  status  of 
unrated  orders  or  contracts. 

3.  Prohibition  of  construction.  The 
builder  shall  neither  perform  nor  permit 
the  performance  of  any  further  con¬ 
struction  or  installation  on  the  project, 
except  that  until  November  15,  1942,  and 
thereafter  if  expressly  permitted  by  the 
Director  General  for  Operations,  con¬ 
struction  may  be  continued  solely  for 
purposes  of  safety  or  health  or  to  avoid 
undue  damage  to  or  deterioration  of  ma- 
etrials. 

4.  Prohibition  of  deliveries  of  mate¬ 
rial.  Effective  immediately  the  builder, 
and  effective  October  28,  1942  all  sup¬ 
pliers,  shall  cease  delivering  or  accepting 
delivery  of  any  materials  to  be  used  in 
connection  with  the  construction  of  or 
any  installation  on  the  project.  This 
paragraph  shall  not,  however,  prohibit 
the  delivery  to  their  immediate  destina¬ 


tion  of  any  materials  which  are  now  in 
transit,  or  the  acceptance  of  any  such  de- 
Uvery. 

5.  Notice  to  suppliers.  The  builder 
shall  promptly  advise  its  suppliers  of  the 
terms  of  this  order,  and  each  supplier 
shall  in  turn  notify  his  suppliers. 

6.  Application  for  exception.  The 
Builder  or  any  Supplier  w'ho  considers 
that  compliance  with  this  order  would 
work  an  exceptional  and  unreasonable 
hardship  upon  him  may  apply  to  the 
Director  General  for  Operations  for  an 
exception,  setting  forth  the  pertinent 
facts  and  the  reasons  why  he  considers 
he  is  entitled  to  the  relief  requested. 
The  Director  General  for  Opertions  may 
thereupon  take  such  action  as  he  deems 
appropriate,  including  the  restoration  or 
temporary  restoration  of  any  rating 
herein  revoked. 

7.  Effect  on  prior  orders.  This  order 
supersedes  all  previous  orders  and  direc¬ 
tives  of  the  War  Production  Board  rela¬ 
tive  to  the  project. 

8.  Communications.  All  communica¬ 
tions  concerning  this  revocation,  includ¬ 
ing  applications  for  exception  under  par¬ 
agraph  6,  shall  be  addressed  to  the  War 
Production  Board,  Facility  Review  Com¬ 
mittee,  Washington,  D.  C. 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680; 
W.P.B.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
F.R.  329;  E.O.  9040,  7  F.R.  527;  E.O.  9125, 
7  F.R.  2719;  sec.  2  (a) ,  Pub.  Law  671,  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 
Director  General  for  Operations. 

IF.  R.  Doc.  42-10904:  Filed.  October  27,  1942; 

11:51  a.  m.] 


[P-19-a,  Serial  No.  983-A] 

U.  S.  Bureau  of  Reclamation,  Denver, 
Colorado 

REVOCATION  OF  PREFERENCE  RATING 

The  fulfillment  of  requirements  for  the 
defense  of  the  United  States  has  created 
a  shortage  in  the  supply  of  metals,  lum¬ 
ber  and  other  materials  used  in  con¬ 
struction,  for  defense,  for  private  account 
and  for  export,  and  of  construction  ma¬ 
chinery  and  other  facilities  used  in  con¬ 
struction;  and  the  following  order  is 
deemed  necessary  and  appropriate  in  the 
public  interest  and  to  promote  the  na¬ 
tional  defense.  It  is  therefore  ordered: 

1.  Revocation  of  ratings.  Preference 
Rating  Order  P-19-a,  Serial  No.  983-A, 
heretofore  issued  and  assigned  under 
date  of  September  24,  1941  to  deliveries 
to  the  above-named  Builder  and  to  de¬ 
liveries  to  his  Suppliers,  is  hereby  re¬ 
voked.  All  Preference  Rating  Certifi¬ 
cates  of  any  character  heretofore  issued 
to  the  Builder  or  to  any  of  his  Suppliers 
are  hereby  revoked,  insofar  as  they  apply 
to  purchase  orders  or  contracts  for  mate¬ 
rials  to  be  incorporated  in  or  used  upon 
the  Defense  Project  described  and  de¬ 
fined  in  Preference  Rating  Order  P-19-a. 
Serial  No.  983-A  (hereinafter  referred  to 
as  “the  project”). 


2.  Effect  of  revocation.  This  revoca¬ 
tion  shall  apply  to  ratings  heretofore  ap¬ 
plied  and  extended  as  well  as  to  ratings 
which  have  not  yet  been  applied  or  ex¬ 
tended,  except  with  respect  to  rated 
orders  and  contracts  which  have  been 
filled  completely.  For  the  purpose  of  ex- 
ten  tion  by  Suppliers,  as  well  as  for  the 
purpose  of  original  application  by  the 
Builder  of  any  such  rating,  all  purchase 
orders  and  contracts  so  rated,  except 
orders  or  contracts  which  have  been 
completely  filled,  shall  have  the  status 
of  unrated  orders  or  contracts. 

3.  Prohibition  of  construction.  The 
Builder  shall  neither  perform  nor  permit 
the  performance  of  any  further  con¬ 
struction  or  installation  on  the  project, 
except  that  until  November  15,  1942,  and 
thereafter  if  expressly  permitted  by  the 
Director  General  for  Operations,  con¬ 
struction  may  be  continued  solely  for 
purposes  of  safety  or  health  or  to  avoid 
undue  damage  to  or  deterioration  of  ma¬ 
terials. 

4.  Prohibition  of  deliveries  of  mate¬ 
rial.  Effective  immediately  the  Builder, 
and  effective  October  28,  1942,  all  Sup¬ 
pliers,  shall  cease  delivering  or  accept¬ 
ing  delivery  of  any  materials  to  be  used 
in  connection  with  the  construction  of 
or  any  installation  on  the  project.  This 
paragraph  shall  not,  however,  prohibit 
the  delivery  to  their  immediate  destina¬ 
tion  of  any  materials  which  are  now  in 
transit,  or  the  acceptance  of  any  such 
delivery. 

5.  Notice  to  suppliers.  The  Builder 
shall  promptly  advise  its  Suppliers  of  the 
terms  of  this  order,  and  each  Supplier 
shall  in  turn  notify  his  Suppliers. 

6.  Application  for  exception.  The 
Builder  or  any  Supplier  who  considers 
that  compliance  with  this  order  would 
work  an  exceptional  and  unreasonable 
hardship  upon  him  may  apply  to  the 
Director  General  for  Operations  for  an 
exception,  setting  forth  the  pertinent 
facts  and  the  reasons  why  he  considers 
he  is  entitled  to  the  relief  requested. 
The  Director  General  for  Operations 
may  thereupon  take  such  action  as  he 
deems  appropriate,  including  the  resto¬ 
ration  or  temporary  restoration  of  any 
rating  herein  revoked. 

~  7.  Effect  on  prior  orders.  This  order 
supersedes  all  previous  orders  and  direc¬ 
tives  of  the  War  Production  Board  rela¬ 
tive  to  the  project. 

8.  Communications.  All  communica¬ 
tions  concerning  this  revocation,  in¬ 
cluding  applications  for  exception  under 
paragraph  6,  shall  be  addressed  to  the 
War  Production  Board,  Facility  Review 
Committee,  Washington,  D.  C. 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680; 
W.P.B.  Reg.  1,  7  FJl.  561;  E.O.  9024,  7 
P.R.  329;  E.O.  9040,  7  F.R.  527;  E.O.  9125, 
7  F.R.  2719;  sec.  2  (a).  Pub.  Law  671, 
76th  Cong.,  as  amended  by  Pub.  Laws  89 
and  507,  77th  Cong.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 

Director  General  for  Operations. 

IP.  R.  Doc.  42-10907:  Filed,  October  27,  1942: 

11:52  a.  m.] 
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[P-19-a,  Serial  No.  QSl-A] 

U.  S.  Bureau  of  Reclamation,  Denver, 
Colorado 

REVOCATION  OF  PREFERENCE  RATING 

The  fulfillment  of  requirements  for 
the  defense  of  the  United  States  has  cre¬ 
ated  a  shortage  in  the  supply  of  metals, 
lumber  and  other  materials  used  in  con¬ 
struction,  for  defense,  for  private  ac¬ 
count  and  for  export,  and  of  construc¬ 
tion  machinery  and  other  facilities  used 
in  construction;  and  the  following  or¬ 
der  is  deemed  necessary  and  appropri¬ 
ate  in  the  public  interest  and  to  pro¬ 
mote  the  national  defense;  It  is  there¬ 
fore  ordered: 

1.  Revocation  of  Ratings.  Preference 
Rating  Order  P-19-a,  Serial  No.  981-A, 
heretofore  issued  and  assigned  under 
date  of  September  24,  1941  to  deliveries 
to  the  above-named  Builder  and  to  de¬ 
liveries  to  his  Suppliers,  is  hereby  re¬ 
voked.  All  Preference  Rating  Certifi¬ 
cates  of  any  character  heretofore  issued 
to  the  Builder  or  to  any  of  his  Suppliers 
are  hereby  revoked,  insofar  as  they  ap¬ 
ply  to  purchase  orders  or  contracts  for 
materials  to  be  incorporated  in  or  used 
upon  the  Defense  Project  described  and 
defined  in  Preference  Rating  Order 
P-19-a,  Serial  No.  981-A  (hereinafter  re¬ 
ferred  to  as  “the  project’’). 

2.  Effect  of  revocation.  This  revoca¬ 
tion  shall  apply  to  ratings  heretofore 
applied  and  extended  as  well  as  to  rat¬ 
ings  which  have  not  yet  been  applied 
or  extended,  except  with  respect  to  rated 
orders  and  contracts  which  have  been 
filled  completely.  For  the  purpose  of 
extension  by  suppliers,  as  well  as  for 
the  purpose  of  original  application  by 
the  Builder  of  any  such  rating,  all  pur¬ 
chase  orders  and  contracts  so  rated,  ex¬ 
cept  orders  or  contracts  which  have  been 
completely  filled,  shall  have  the  status 
of  unrated  orders  or  contracts. 

3.  Prohibition  of  construction.  The 
Builder  shall  neither  perform  nor  per¬ 
mit  the  performance  of  any  further  con¬ 
struction  or  installation  on  the  project, 
except  that  until  November  15,  1942,  and 
thereafter  if  expressly  permitted  by  the 
Director  General  for  Operations,  con¬ 
struction  may  be  continued  solely  for 
purposes  of  safety  or  health  or  to  avoid 
undue  damage  to  or  deterioration  of 
materials. 

4.  Prohibition  of  deliveries  of  material. 
Effective  immediately  the  Builder,  and 
effective  October  28,  1942  all  suppliers, 
shall  cease  delivering  or  accepting  deliv¬ 
ery  of  any  materials  to  be  used  in  con¬ 
nection  with  the  construction  of  or  any 
installation  on  the  project.  This  para¬ 
graph  shall  not,  however,  prohibit  the 
delivery  to  their  immediate  destination 
of  any  materials  which  are  now  in  transit, 
or  the  acceptance  of  any  such  delivery. 

5.  Notice  to  suppliers.  The  Builder 
shall  promptly  advise  its  suppliers  of  the 
terms  of  this  order,  and  each  supplier 
shall  in  turn  notify  his  Suppliers. 

6.  Application  for  exception.  The 
Builder  or  any  Supplier  who  considers 
that  compliance  with  this  order  would 
work  an  exceptional  and  unreasonable 
hardship  upon  him  may  apply  to  the  Di¬ 
rector  General  for  Operations  for  an  ex¬ 
ception,  setting  forth  the  pertinent  facts 


and  the  reasons  why  he  considers  he  is 
entitled  to  the  relief  requested.  The  Di¬ 
rector  General  for  Operations  may  there¬ 
upon  take  such  action  as  he  deems  ap¬ 
propriate,  including  the  restoration  or 
temporary  restoration  of  any  rating 
herein  revoked. 

7.  Effect  on^mior  orders.  This  order 
supersedes  all  previous  orders  and  direc¬ 
tives  of  the  War  Production  Board  rela¬ 
tive  to  the  project. 

8.  Communications.  All  communica¬ 
tions  concerning  this  revocation,  includ¬ 
ing  applications  for  exception  under 
paragraph  6,  shall  be  addressed  to  the 
War  Production  Board,  Facility  Review 
Committee,  Washington,  D.  C. 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680; 
WPB.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
F.R.  329;  E.O.  9040,  7  F.R.  527;  E.f  .  9125, 
7  F.R.  2719;  sec.  2  (a) ,  Pub.  Law  671, 76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 

Director  General  for  Operations. 

IF.  R.  Doc.  42-10905;  Piled,  October  27,  1942; 

11:51  a.  m.] 


IP-19-a,  Serial  No.  982-A] 

U.  S.  Bureau  of  Reclamation,  Denver, 
Colorado 

REVOCATION  OF  PREFERENCE  RATING 

The  fulfillment  of  requirements  for  the 
defense  of  the  United  States  has  created 
a  shortage  in  the  supply  of  metals,  lum¬ 
ber  and  other  materials  used  in  construc¬ 
tion,  for  defense,  for  private  account  and 
for  export,  and  of  construction  machin¬ 
ery  and  other  facilities  used  in  construc¬ 
tion;  and  the  following  order  is  deemed 
necessary  and  appropriate  in  the  public 
interest  and  to  promote  the  national  de¬ 
fense.  It  is  therefore  ordered: 

1.  Revocation  of  ratings.  Preference 
Rating  Order  P-19-a,  Serial  No.  982-A, 
heretofore  issued  and  assigned  under 
date  of  September  24,  1941  to  deliveries 
to  the  above-named  Builder  and  to  de¬ 
liveries  to  his  Suppliers,  is  hereby  re¬ 
voked.  All  Preference  Rating  Certifi¬ 
cates  of  any  character,  heretofore  issued 
to  the  Builder  or  to  any  of  his  Suppliers 
are  hereby  revoked,  insofar  as  they  apply 
to  purchase  orders  or  contracts  for  ma¬ 
terials  to  be  incorporated  in  or  used  upon 
the  Defense  Project  described  and  de¬ 
fined  in  Preference  Rating  Order  P-19-a, 
Serial  No.  982-A  (hereinafter  referred  to 
as  “the  project”) . 

2.  Effect  of  revocation.  This  revoca¬ 
tion  shall  apply  to  ratings  heretofore 
applied  and  extended  as  well  as  to  rat¬ 
ings  which  have  not  yet  been  applied  or 
extended,  except  with  respect  to  rated 
orders  and  contracts  which  have  been 
filled  completely.  For  the  purpose  of 
extension  by  Suppliers,  as  well  as  for  the 
purpose  of  original  application  by  the 
Builder  of  any  such  rating,  all  purchase 
orders  and  contracts  so  rated,  except 
orders  or  contracts  which  have  been 
filled  completely,  shall  have  the  status 
of  unrated  orders  or  contracts. 

3.  Prohibition  of  construction.  The 
Builder  shall  neither  perform  nor  permit 


the  performance  of  any  further  con¬ 
struction  or  installation  on  the  project, 
except  that  until  November  15, 1942,  and 
thereafter  if  expressly  permitted  by  the 
Director  General  for  Operations,  con¬ 
struction  may  be  continued  solely  for 
purposes  of  safety  or  health  or  to  avoid 
undue  damage  to  or  deterioration  of 
materials. 

4.  Prohibition  of  deliveries  of  material. 
Effective  immediately  the  Builder,  and 
effective  October  28,  1942  all  Suppliers, 
shall  cease  delivering  or  accepting  de¬ 
livery  of  any  materials  to  be  used  in 
connection  with  the  construction  of  or 
any  installation  on  the  project.  Thi.s 
paragraph  shall  not,  however,  prohibit 
the  delivery  to  their  immediate  destina¬ 
tion  of  any  materials  which  are  now  in 
transit,  or  the  acceptance  of  any  such 
delivery. 

5.  Notice  to  suppliers.  The  Builder 
shall  promptly  advise  its  Suppliers  of  the 
terms  of  this  order,  and  each  Supplier 

^  shall  in  turn  notify  his  Suppliers. 

6.  Application  for  exception.  The 
Builder  or  any  Supplier  who  considers 
that  compliance  with  this  order  would 
work  an  exceptional  and  unreasonable 
hardship  upon  him  may  apply  to  the 
Director  General  for  Operations  for  an 
exception,  setting  forth  the  pertinent 
facts  and  the  reasons  why  he  considers 
he  is  entitled  to  the  relief  requested. 
The  Director  General  for  Operations  may 
thereupon  take  such  action  as  he  deems 
appropriate,  including  the  restoration  or 
temporary  restoration  of  any  rating 
herein  revoked. 

7.  Effect  on  prior  orders.  This  order 
supersedes  all  previous  orders  and  direc¬ 
tives  of  the  War  Production  Board 
relative  to  the  project. 

8.  Communications.  All  communica¬ 
tions  concerning  this  revocation,  includ¬ 
ing  applications  for  exception  under 
paragraph  6,  shall  be  addressed  to  the 
War  Production  Board,  Facility  Review 
Committee,  Washington,  D.  C. 

(P.D.  Reg.  1,  as  amended,  6  FJR.  6680: 
W.P.B.  Reg.  1,  7  F.R.  561;  E.O.  9024,  7 
PR.  329;  E.O.  9040,  7  F.R.  527;  E.O.  9125, 
7  F.R.  2719;  sec.  2  (a).  Pub.  Law  671, 
76th  Cong.,  as  amended  by  Pub.  Laws  89 
and  507,  77th  Cong.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 

Director  General  for  Operations. 

[P.  R.  Doc.  42-10906;  Piled,  October  27,  1942; 

11:51  a.  m.] 


(Preference  Rating  Order  P-19-a,  Serial  No. 

3718-A] 

U.  S.  Bureau  of  Reclamation,  Denver, 
Colorado 

revocation  of  preference  rating 

The  fulfillment  of  requirements  for  the 
defense  of  the  United  States  has  created 
a  shortage  in  the  supply  of  metals,  lum¬ 
ber  and  other  materials  used  in  con¬ 
struction,  for  defense,  for  private  ac¬ 
count  and  for  export,  and  of  construc¬ 
tion  machinery  and  other  facilities  used 
in  construction;  and  the  following  order 
is  deemed  necessary  and  appropriate  in 
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the  public  Interest  and  to  promote  the 
national  defense. 

It  is  therefore  ordered: 

1.  Revocation  of  ratings.  Preference 
Rating  Order  P-19-a,  Serial  No.  3748-a, 
heretofore  issued  and  assigned  under 
date  of  January  10,  1942  to  deliveries 
to  the  above-named  Builder  and  to  deliv¬ 
eries  to  his  Suppliers,  is  hereby  revoked. 
All  Preference  Rating  Certificates  of  any 
character  heretofore  issued  to  the  Build¬ 
er  or  to  any  of  his  Suppliers  are  hereby 
revoked,  insofar  as  they  apply  to  pur¬ 
chase  orders  or  contracts  for  materials  to 
be  incorporated  in  or  used  upon  the  De¬ 
fense  Project  described  and  defined  in 
Preference  Rating  Order  P-19-a,  Serial 
No.  3748-A  (hereinafter  referred  to  as 
“the  project”). 

2.  Effect  of  revocation.  This  revo¬ 
cation  shall  apply  to  ratings  heretofore 
applied  and  extended  as  well  as  to  rat¬ 
ings  which  have  not  yet  been  applied  or 
extended,  except  with  respect  to  rated 
orders  and  contracts  which  have  been 
filled  completely.  For  the  purpose  of  ex¬ 
tension  by  Suppliers,  as  well  as  for  the 
purpose  of  original  application  by  the 
Builder  of  any  such  rating,  all  purchase 
orders  and  contracts  so  rated,  except  or¬ 
ders  or  contracts  which  have  been  com¬ 
pletely  filled,  shall  have  the  status  of  un¬ 
rated  orders  or  contracts. 

3.  Prohibition  of  construction.  The 
Builder  shall  neither  perform  nor  per¬ 
mit  the  performance  of  any  further  con¬ 
struction  or  installation  on  the  project, 
except  that  until  November  15, 1942,  and 
thereafter  if  expressly  permitted  by  the 
Director  General  for  Operations,  con¬ 
struction  may  be  continued  solely  for 
purposes  of  safety  or  health  or  to  avoid 
undue  damage  to  or  deterioration  of  ma¬ 
terials. 

4.  Prohibition  of  deliveries  of  mate¬ 
rial.  Effective  immediately  the  Build¬ 
er,  and  effective  October  28,  1942  all 
Suppliers,  shall  cease  delivering  or  ac¬ 
cepting  delivery  of  any  materials  to  be 
used  in  connection  with  the  construction 
of  or  any  installation  on  the  project. 
This  paragraph  shall  not,  however,  pro¬ 
hibit  th delivery  to  their  immediate  des¬ 
tination  of  any  materials  which  are  now 
in  transit,  or  the  acceptance  of  any  such 
delivery. 

5.  Notice  to  suppliers.  The  Builder 
shall  promptly  advise  its  Suppliers  of 
the  terms  of  this  order,  and  each  Sup¬ 
plier  shall  in  turn  notify  his  Suppliers. 

6  Application  for  exception.  The 
Builder  or  any  Supplier  who  considers 
that  compliance  with  this  order  would 
work  an  exceptional  and  unreasonable 
hardship  upon  him  may  apply  to  the 
Director  General  for  Operations  for  an 
exception,  setting  forth  the  pertinent 
facts  and  the  reasons  why  he  considers 
he  is  entitled  to  the  relief  requested. 
The  Director  General  for  Operations  may 
thereupon  take  such  action  as  he  deems 
appropriate,  including  the  restoration  or 


temporary  restoration  of  any  rating 
herein  revoked. 

7.  Effect  on  prior  orders.  This  order 
supersedes  all  previous  orders  and  direc¬ 
tives  of  the  War  Production  Board  rela¬ 
tive  to  the  project. 

8.  Communications.  All  communica¬ 
tions  concerning  this  revocation,  includ¬ 
ing  applications  for  exception  under 
paragraph  6,  shall  be  addressed  to  the 
War  Production  Board,  Facility  Review 
Committee,  Washington,  D.  C. 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680; 
W.P.B.  Reg.  1,  7  P.R.  561;  E.O.  9024,  7 
F.R.  329;  E.  O.  9040.  7  F.R.  527;  E.O.  9125, 
7  F.R.  2719;  sec.  2  (a) ,  Pub.  Law  671.  76th 
Cong.,  as  amended  by  Pub.  Laws  89  and 
507,  77th  Cong.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 

Director  General  for  Operations. 

[P.  R.  Doc.  42-10909;  Filed,  October  27,  1942; 
11:52  a.  m.] 


IP-19-a,  Serial  No.  36-A] 

U.  S  Bureau  of  Reclamation,  Denver, 
Colorado 

REVOCATION  OF  PREFERENCE  RATING 

The  fulfillment  of  requirements  for  the 
defense  of  the  United  States  has  created 
a  shortage  in  the  supply  of  metals,  lum¬ 
ber  and  other  materials  used  in  con¬ 
struction,  for  defense,  for  private  ac¬ 
count  and  for  export,  and  of  construc¬ 
tion  machinery  and  other  facilities  used 
in  construction;  and  the  following  order 
is  deemed  necessary  and  appropriate  in 
the  public  interest  and  to  promote  the 
national  defense.  It  is  therefore 
orderea: 

1.  Revocation  of  project  ratings. 
Preference  Rating  Order  P-19-a,  Serial 
No.  36-A,  heretofore  issued  and  assigned 
under  date  of  July  25,  1941,  to  deliveries 
to  the  above-named  Builder  and  to  the 
following  described  part  of  the  defense 
project  described  and  defined  in  said  seri¬ 
ally  numbered  order  (which  part  is  here¬ 
inafter  referred  to  as  “the  project”),  is 
hereby  revoked: 

(1)  Hydro  generating  unit  #5  includ¬ 
ing  accessory  equipment  and  transmis¬ 
sion  line  capacity  necessary  to  place  this 
unit  in  operation, 

2.  Revocation  of  other  ratings.  All 
Preference  Rating  Certificates  of  any 
character  heretofore  issued  to  the 
Builder  or  to  any  of  his  Suppliers  are 
hereby  revoked,  insofar  as  they  apply  to 
purchase  orders  or  contracts  for  mate¬ 
rials  to  be  incorporated  in  or  used  upon 
the  project. 

3.  Effect  of  revocation.  This  revoca¬ 
tion  shall  apply  to  ratings  heretofore  ap¬ 
plied  and  extended  as  well  as  to  ratings 
which  have  not  yet  been  applied  or  ex¬ 
tended,  except  with  respect  to  rated 


orders  and  contracts  which  have  been 
filled  completely.  For  the  purpose  of  ex¬ 
tension  by  Suppliers,  as  well  as  for  the 
purpose  of  original  application  by  the 
Puilder  of  any  such  rating,  all  purchase 
orders  and  contracts  so  rated,  except 
orders  or  contracts  which  have  been 
completely  filled,  shall  have  the  status  of 
unrated  orders  or  contracts. 

4.  Prohibition  of  construction.  The 
Builder  shall  neither  perform  nor  per¬ 
mit  the  performance  of  any  further  con¬ 
struction  or  installation  on  the  project, 
except  that  until  November  15, 1942,  and 
thereafter  if  expressly  permitted  by  the 
Director  General  for  Operations,  con¬ 
struction  may  be  continued  solely  for 
purposes  of  safety  or  health  or  to  avoid 
undue  damage  to  or  deterioration  of 
materials. 

5.  Prohibition  of  deliveries  of  material. 
Effective  immediately  the  Builder,  and 
effective  October  28,  1942  all  Suppliers, 
shall  cease  delivering  or  accepting  deliv¬ 
ery  of  any  materials  to  be  used  in  con¬ 
nection  with  the  construction  of  or  any 
installation  on  the  project.  This  para¬ 
graph  shall  not,  however,  prohibit  the 
delivery  to  their  immediate  destination 
cf  any  materials  which  are  now  in  tran¬ 
sit,  or  the  acceptance  of  any  such 
delivery, 

6.  Notice  to  supplierc.  The  Builder 
shall  promptly  advise  its  Suppliers  of  the 
terms  of  this  order,  and  each  Supplier 
shall  in  turn  notify  his  Suppliers. 

7.  Application  for  exception.  The 
Builder  or  any  Supplier  who  considers 
that  compliance  with  this  order  would 
work  an  exceptional  and  unreasonable 
hardship  upon  him  may  apply  to  the  Di¬ 
rector  General  for  Operations  for  an  ex¬ 
ception,  setting  forth  the  pertinent  facts 
and  the  reasons  why  he  considers  he  is 
entitled  to  the  relief  requested.  The  Di¬ 
rector  General  for  Operations  may  there¬ 
upon  take  such  action  as  he  deems 
appropriate,  including  the  restoration  or 
temporary  restoration  of  any  rating 
herein  revoked. 

8.  Effect  on  prior  orders.  This  order 
supersedes  all  previous  orders  and  direc¬ 
tives  of  the  War  Production  Board  rela¬ 
tive  to  the  project, 

9.  Communications.  All  communica¬ 
tions  concerning  this  revocation,  includ¬ 
ing  applications  for  exception  under 
paragraph  7,  shall  be  addressed  to  the 
War  Production  Board,  Facility  Review 
Committee,  Washington,  D.  C. 

(P.D.  Reg.  1,  as  amended,  6  F.R.  6680; 
W.P.B.  Reg.  1,  7  F.R.  561;  E.O.  9024, 
7  F.R.  329;  E.O.  9040,  7  F.R.  527;  E.O. 
9125,  7  F.R.  2719;  sec.  2  (a).  Pub.  Law 
671,  76th  Cong.,  as  amended  by  Pub. 
Laws  89  and  507,  77th  Cong.) 

Issued  this  27th  day  of  October  1942. 

Ernest  Kanzler, 
Director  General  for  Operations. 

[F.  R.  Doc.  42-10908;  Filed,  October  27,  1942; 

11:52  a.  m.] 


